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FOREWORD 

Water  storage  is  a  vital  cog  in  the  economy  of  war  production  in  the 
United  States.  Our  9,000  larger  dams  and  impounding  reservoirs 
supply  one-third  of  the  Nation's  electrical  power,  furnish  water  to 
areas  where  one-fifth  of  the  Nation's  people  and  about  one-half  of  its 
war  industry  are  located,  and  irrigate  lands  that  produce  about  5  per- 
cent of  the  annual  value  of  its  agricultural  products.  These  dams  and 
reservoirs  have  cost  us  nearly  5  billion  dollars. 

Many  of  the  reservoirs  that  are  vitally  important  to  our  war  effori 
are  losing  1,  2,  3.  and  even  5  percent  of  their  capacity  every  year  be- 
cause of  silting  that  results  mainly  from  soil  erosion  on  agricultural 
and  range  lands.  In  some  exceptional  cases,  important  reservoirs 
have  filled  up  in  from  1  to  5  years.  Already,  nearly  2  thousand  smaller 
reservoirs  have  been  filled  to  the  top  of  the  dam  with  the  debris  of 
erosion — mostly  washed  out  of  unprotected  fields  and  pastures.  The 
annual  cost  of  reservoir  silting  is  upwards  of  50  million  dollars. 

During  a  3-month  period  recently,  silting  in  power  storage  reser- 
voirs in  certain  Southern  States  reduced  electrical  production  by  90 
million  kilowatt-hours.  Water  supply  for  many  communities  is  in 
danger  because  their  reservoirs  are  one-quarter  or  one-half  filled  with 
sediment  at  a  time  when  population  and  industry,  boosted  by  war 
demands,  require  two  and  three  times  the  usual  amount  of  water.  In 
normal  times,  the  answer  to  suddenly  increased  demands  or  to  dimin- 
ished supplies  might  be  the  construction  of  new  reservoirs.  During 
the  war,  however,  we  cannot  spare  the  steel,  the  concrete,  the  labor, 
and  the  hundreds  of  manufactured  items  that  go  into  new  dams — 
except  in  the  direst  emergency.  Somehow,  we  must  get  along  with 
what  we  have. 

This  report  has  been  prepared  in  an  effort  to  meet  the  increasing 
needs  and  requests  of  reservoir  owners  for  information  on  silting  con- 
trol. It  is  the  first  publication  in  this  country  to  describe  and  appraise 
all  of  the  known  methods  of  control.  Many  of  these  methods  could 
be  put  into  immediate  use.  The  publication  especially  emphasizes  the 
measures  of  watershed  control  and  soil  conservation,  however,  for 
these  are  the  only  practical  means  by  which  we  can  permanently  pro- 
tect most  of  our  reservoirs  from  untimely  loss  from  silting.  In  our 
present  economy,  it  is  not  generally  practicable  to  clear  a  major  reser- 
voir of  sediment  once  it  has  filled  up.  Moreover,  when  a  reservoir  is 
filled  to  the  point  where  it  has  no  further  value  for  storage,  not  only 
is  the  investment  lost,  but  the  irreplaceable  reservoir  site  is  gone. 

Other  recent  publications  have  emphasized  that  soil  conservation 
must  be  adopted  widely  and  rapidly  to  increase  our  production  of  es- 
sential food  crops,  meat,  wool,  poultry,  eggs,  fibers,  and  oils,  without 
waste  of  soil,  or  ruin  to  the  land.  This  publication  shows  that,  in 
equal  measure,  soil  conservation  must  be  accelerated  on  our  reservoir 
watersheds  to  protect  these  vital  links  in  our  war  economy. 

Hugh  H.  Bennett, 
Chief,  Soil  Conservation  Service. 
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INTRODUCTION 

This  publication  has  been  prepared  in  response  to  numerous  re- 
quests from  those  concerned  with  water-supply,  irrigation,  and  power 
production  for  information  on  methods  of  controlling  or  reducing 
excessive  silting  in  impounding  reservoirs. - 

All  of  the  known  methods  of  silting  control,  as  described  in  a  rather 
voluminous  but  widely  scattered  literature,  and  as  recorded  in  the 
sedimentation  studies  of  the  Soil  Conservation  Service,  have  been 
analyzed  and  classified  into  six  major  categories.  These  groups  arc 
further  subdivided  into  specific  methods  of  control.  Each  method  is 
briefly  described.  A  few  selected  examples  are  given  of  the  applica- 
tion, cost,  and  results  obtained.  The  appraisal  at  the  end  of  each 
method  represents  the  writer's  attempt  to  presenl  a  generalization  of 
the  usefulness  and  applicability  of  the  method. 


1  This  publication  Is  based  In  pari  upon  Literature  citations  prepared  bj  <  HI 
"Compilation  ol  Literature  on  Soil  Conservation,"  Wort  Projects   Administration  fot   the  Citj    il   New 
York,  sponsored  by  the  Soil  Conservation  Service     The  help  of  this  project  Is  trratefullj   acknowledged 
\  n  ii  mi'  the  many  persons  who  havered  tewed  and  offered  helpful  suggestions  on  this  report,  sjppi  lal  acknowl 
edgmonl  is  due  to  Q.  C    Dobson,  Gordon  Rlttenhouse,  Vlto  \   Vanoni,  Hugh  S   Bell,  and  U    R   Stewart 

a  The  term  "Impounding  reservoir,"  as  used  In  this  publication,  moans  the  basin  of  an 
artificial  lake  formed  by  a  dam  for  the  storage  oi  water  an.i  located  on  or  Immediate^ 
adjacent  to  a  natural  stream      Such  reservoirs  are  often  described  as  "storage  reservo 

hut  tills  term  is  also  used  ill  water  supply  terminology  to  mean  an  artificial  basin  excavated 
in,  or  adjacent  to,  B  city  or  other  point  of  Consumptive  use  tor  the  storage  and  distribution 
of   water   punipe.l    from   a    river  or  impounding   reservoll         \s   such   basins  are  excluded   from 

consideration  In  this  publication,  impounding  reservoir  is  used  in  preference  to  stoi 

reservoir 
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The  first  21  pages  of  the  publication  preceding  the  section  on 
Methods  of  silting  control  outline  in  sequence:  (1)  The  history  of 
development,  cost,  extent,  and  critical  importance  of  the  reservoir 
developments  of  the  United  States;  (2)  the  nature  of  the  silting 
problem  in  reservoirs;  (3)  the  older  investigations  of  the  problem  by 
various  agencies;  (4)  the  studies  of  the  Soil  Conservation  Service; 
(5)  the  kinds  of  damage  caused  by  silting  in  different  types  of  reser- 
voirs; and  (6)  the  physical  and  economic  magnitude  of  the  annual 
silting  damage  to  the  Nation's  reservoirs. 

Part  of  the  manuscript  had  been  written  in  response  to  a  long-felt 
peacetime  need,  when  the  United  States  entered  the  war.  Its  com- 
pletion has  become  in  several  ways  more  urgent  because  of  the  war. 

During  the  last  four  decades  of  peace,  excepting  the  brief  interlude 
of  the  first  World  War.  the  problem  of  reservoir  silting  has  been 
solved  largely  by  the  construction   of  new   and   bigger   reservoirs. 

As  a  nation,  we  have  utilized  our  reservoir  sites  with  abandon,  much 
as  we  have  used  our  soil,  turning  from  depleted  or  exhausted  areas 
to  fresh  fields,  with  little  view  to  the  ultimate  limits  of  the  resources. 
Just  as  we — the  Nation — have  campaigned  in  the  last  10  years  to 
correct  the  evils  of  land  abuse  through  soil  conservation,  so  have  we 
trier!  here  and  there  to  mitigate  the  silting  damage  to  reservoirs,  so 
commonly  a  corollary  effect  of  soil  erosion. 

Now,  in  war,  we  are  confronted  with  new  circumstances.  No 
longer  can  we  continue  widespread  construction  of  new  reservoirs. 
Only  the  most  essential  ones  already  started  can  be  completed.  Mate- 
rials and  labor  must  be  used  for  war  equipment.  Thus,  during  this 
period,  more  than  ever  before  we  must  take  all  possible  measures  to 
conserve  our  existing  reservoir  developments. 

Many  of  the  methods  described  can  be  used  in  wartime  without 
placing  much,  if  any,  extra  drain  on  materials  and  labor,  certainly 
not  to  the  extent  of  building  new  dams.  Special  emphasis  is  given 
to  those  soil-conserving  practices  of  watershed  control  that  are  a 
feature  of  good  agriculture  and  a  necessary  part  of  our  wartime  food- 
production  program. 

OUR  RESERVOIR  DEVELOPMENTS 

Impounding  reservoirs  are  the  most  important  of  all  types  of 
water-utilization  developments  in  the  United  States,  both  in  terms 
of  invested  capital  and  in  terms  of  the  annual  value  of  services. 
Impounding  reservoirs  have  many  uses;  but  their  most  nearly  com- 
mon purpose  is  equalization  of  water  supply  bv  storing  the  large  flows 
of  wet  seasons  for  release  during  periods  of  drought  and  low  run-off. 

Water-supply  and  irrigation  reservoirs,  two  of  the  most  important 
classes,  are  built  almost  exclusively  for  storage.  Power  dams  are 
constructed  either  to  create  a  head  of  water  for  the  generation  of 
power  or  for  the  dual  purpose  of  developing  head  and  storing  water 
(o  assure  a  more  uniform  rate  of  power  production.  In  some  drain- 
age basins,  impounding  reservoirs  have  been  built  to  equalize  the 
flow  at  power  dams  farther  downstream.  Navigation  reservoirs  are 
usually  built  for  the  dual  purpose  of  regulating  the  volume  of  flow 
in  reaches  of  a  river  between  reservoir  pools  and  of  developing  deep- 
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water  channels  with  locks  for  floating  ships  through  those  sections 
of  the  stream  that  normally  have  high  gradient-  or  -hallow  depths. 
Flood-control  reservoirs  are  built  to  hold  back  temporarily  the  ex- 
cessive storm  run-off  that  would  he  destructive  to  life  and  property  in 
its  path.  Recreation  reservoir-  are  built  to  bring  swimming,  fishing. 
and  boating  to  lakeless  area-.  The  uses  of  other  classes  of  reservoirs, 
such  as  those  supplying  water  for  -team  turbines,  and  those  for 
fish  hatcheries,  wildlife  sanctuaries,  ice  ponds,  or  debris  trap-,  are 
obvious. 

Dams  to  develop  local  power  for  gristmills,  sawmills,  ami  -mall 
factories  have  been  constructed  in  the  United  Stare-  since  colonial 
days.  Most  of  them  created  little  or  no  storage,  nor  was  storage 
very  important,  as  their  main  purpose  was  to  develop  an  artificial 
drop  of  water  sufficient  to  propel  the  water  wheels  that  drove  the 
crude  machinery  of  those  early  days. 

By  the  first  part  of  the  nineteenth  century  the  growth  of  urban 
areas  on  the  eastern  seaboard  had  already  created  serious  problem- 
of  water  supply.  Water  from  local  wells  and  streams  became  in- 
adequate for  domestic  consumption,  industry,  and  fire  protection.  To 
alleviate  these  conditions,  numerous  cities  constructed  impounding 
reservoirs  in  the  middle  vears  of  the  century  i  New  York,  1837:  Al- 
bany. 1852;  Baltimore,  1862:  Worcester,  1863;  Providence,  1870).  and 
were  piping  water  many  miles  from  these  reservoirs  to  the  consuming 
areas.  In  the  West,  San  Francisco  constructed  its  first  water-supply 
reservoir  in  1866. 

In  the  1830's  and  1840's  a  number  of  impounding  reservoir  were 
built,  especially  in  New  York  and  Ohio,  to  supply  water  for  barge 
canals,  then  in  their  great  period  of  expansion.  Numerous  impound- 
ing reservoirs  to  supply  water  for  hydraulic  mining  of  gold  deposits 
were  built  in  California  from  the  1850*s  into  the  1870's. 

The  construction  of  sizable  impounding  reservoirs  for  irrigation  in 
the  Western  State-  began  in  the  middle  eighties,  mainly  in  California, 
although  some  smaller  reservoirs  date  back  much  further.    In  Utah, 
the  first  irrigation  reservoir  was  built  in  1871  by  the  Mormons,  piom 
;  itors  among  the  western  migrants. 

Prior  to  1900  few  power  dam-  would  impound  sufficient  water  to 
equalize  effectively  seasonal  stream  How:  however,  the  small  pondage 
of  water  obtained  at  night  permitted  a  higher  rate  of  power  produc- 
tion during  the  day  :it  many  dam-. 

Dams  for  navigation  date  back  to  the  Hate  1700's  in  New  England, 
and  a  few  reservoir-  were  I  milt  in  the  middle  L800's  t"  equalize  stream 
ttow  as  an  aid  to  navigation. 

[t  is  probable  that  prior  to  1900  nol  more  than  2,000  dams  and  reser- 
voirs had  been  built  in  this  country,  and  that  the  investment  in  these 
did  not  exceed  $250,000,000.  In  November  l'-'ll  the  national  reservoir 
inventory  of  the  Soil  Conservation  Service  contained  record-  o(  about 
s-.'JOO  dams  and  reservoirs,  exclusive  of  more  than  3,800  listed  farm 
ponds,  conservation  ponds,  and  low  power  dam-.  It  i  —  estimated  that 
more  than  S  1.450.000,000  has  been  invested  in  these  water-utilization 
developments,  including  those  under  construction  during  19 1 1  t  fig.  1  > . 


in  the  terminology  of  water-power  engineering,  pondage  i<  the  holding  back  and  later 
releasing  "i  water  :it  :t  dam  to  equalise  dau]  or  weeklj  flows  or  to  meet  variaUona  In  power 
demand  (load).  Storage  is  the  Impoundment  of  large  amounts  of  water  to  equalise 
seasonal  or  ye&rl;  fluctuations  of  river  flow. 
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Figure  1. — Distribution  of  reservoirs  in  the  United  States. 
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Tin-  vast  sum  represents  for  the  most  part  only  the  cost  of  the  dams 
and  reservoirs.  Except  for  power  plants  built  into  the  dams,  it  does 
not  include  dependent  developments,  such  as  water-filtration  plant-. 
irrigation  canals,  and  power  transmission  lines. 

Since  1930  there  has  been  a  sharp  increase  in  the  rate  of  construc- 
tion of  impounding  reservoir-.  The  72  largest  reservoirs  under  con- 
struction (luring  1941  will  cost,  when  completed,  not  less  than  1  billion 
dollars.  This  construction  reached  a  climax  for  the  time  being  in 
1942,  only  because  of  the  growing  shortage  of  materials  and  labor 
arising  from  the  armament  program. 

Although  inventory  data  on  older  dams  and  reservoirs  of  the  United 
States  are  still  far  from  complete,  it  is  possible  to  indicate  the  order 
of  magnitude  of  investments  in  and  services  rendered  by,  all  the 
major  classes  of  reservoirs.  Power  dam-,  numbering  about  3.000. 
exclusive  of  low  channel  structures,  constitute  the  largest  class.  The 
power  plant>  at  these  dam-  generated  approximately  47.750.000.000 
kilowatt-hours  of  electrical  energy  during  1940.  which  was  about  33 
percent  of  the  total  electrical  energy  produced  in  this  country.  The 
cost  <>f  these  dams,  including  the  reservoir  basins  and  power  plants, 
was  approximately  $2,850,000,000,  or  about  64  percent  of  the  total 
national  investment  in  dams  and  reservoirs. 

The  value  of  power  dams  is  dependent,  in  varying  degrees,  upon  the 
amount  of  reservoir  storage  created.  Power  dams  on  larger  rivers 
that  have  relatively  uniform  flow,  such  as  those  coming  from  lake  and 
forested  regions  in  New  England,  the  upper  Mississippi  Valley,  and 
the  Cascade  Mountain.-,  may  have  little  or  no  storage  (although 
usually  some  pondage)  value.  On  the  other  hand,  power  dam-  on 
streams  in  the  southern  Piedmont.  Texas,  California,  and  like  areas  of 
variable  stream  How  may  he  valued  in  large  measure  by  the  storage 
capacity  they  have  available  for  equalizing  stream  flow.  This  is  to 
say,  if  the  dam  created  the  same  head  but  no  storage,  the  average 
annual  value  of  electricity  produced  might  he  only  10.  "JO.  or  50  percent 
<d'  that  which  can  be  developed  with  stream-regulating  storage.  The 
difference  depends  upon  the  quantity  and  value  of  primary  powei 
production  relative  to  secondary  power.     (-See  pp.  14-15). 

Water-supply  reservoirs  are  the  second  largest  group,  with  more 
than  -2.700  dams  having  been  constructed  for  public  or  indu-t  rial  water 
supply  at  an  estimated  cost  of  more  than  1566,500,000,  exclusive  of 
water  work-  and  distribution  line-.  A  large  part  of  the  public  water 
supply  of  the  United  State-  come-  From  impounding  reservoirs.  Many 
of  the  great  metropolitan  area-,  including  New  York,  Boston,  Balti- 
more, Birmingham,  Dallas,  Denver.  Seattle.  San  Francisco,  and  Los 
Angeles,  depend  wholly,  or  in  large  part,  on  reservoir  systems.  It  i- 
e-timated  thai  about  26,000,000  persons,  <>r  -JO  percent  of  the  entire 
population  of  the  1'iiited  States,  obtain  their  dome-tic  water  from 
these  reservoirs.  The  industries  dependent  on  these  reservoirs  con- 
stitute such  a  large  part  of  our  whole  industrial  machine  that  sudden 
destruction  of  the  reservoirs  would  paralyze  production. 

More  than  1,800  reservoirs  tor  storage  of  irrigation  water  have  been 
constructed  in  the  Western  States,  at  an  estimated  cost  oi  -  1,000. 

The  agricultural  product-  and  Livestock  produced  by  the  land  de- 
pendent on  these  reservoirs  are  valued  at  an  estimated  $250,000,000  an- 
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nually,  which  is  nearly  5  percent  of  the  normal  total  annual  value  of 
the  agricultural  products  of  the  United  States.  This,  however,  is 
hardly  a  measure  of  the  value  of  these  reservoirs,  for  the  whole 
economic  and  social  life  of  the  Western  States  hinges  in  large  measure 
on  them.  The  value  of  land  and  developments  dependent  upon  irriga- 
tion reservoirs  exceeds  by  many  times  the  cost  of  these  structures,  but 
these  values  can  be  maintained  only  so  long  as  reservoir  storage  is 
available. 

In  recent  years,  and  especially  in  the  last  decade,  a  large  number  of 
reservoirs  have  been  built  solely  for  boating,  swimming,  fishing,  and 
other  recreational  pursuits.  It  is  estimated  that  there  are  now  more 
than  1,200  sizable  recreation  reservoirs  in  the  country,  and  that  these 
have  cost  approximately  $67,500,000.  Probably  5,000,000  persons,  or 
4  percent  of  the  Nation's  population,  are  using  them  annually. 

More  than  135  reservoirs  have  now  been  built  primarily  for  flood 
control,  at  an  estimated  cost  of  $555,000,000.  Many  additional  reser- 
voirs whose  primary  purpose  is  to  develop  power,  irrigation,  or  water 
supply,  also  were  designed  to  provide  extra  storage  for  flood  control. 
It  is  estimated  that  reservoirs  afford  flood-control  protection  to  about 
6  million  persons  and  to  property  and  other  wealth  of  inestimable 
value. 

In  deriving  these  estimates,  an  attempt  has  been  made  to  proportion 
the  cost  of  multiple-purpose  reservoirs,  wherever  possible,  among  their 
several  uses.  Where  this  could  not  be  done  satisfactorily,  the  cost  was 
included  in  that  group  which  appears  to  represent  the  dominant  use. 

THE  PROBLEM  OF  SILTING 

Among  the  more  important  problems  in  the  development  and  main- 
tenance of  impounding  reservoirs  is  the  loss  of  storage  capacity  by 
silting.  Reservoir  silting  results  from  the  deposition  of  stream-borne 
soil  waste  or  sediment  when  the  transporting  power  of  the  stream  is 
suddenly  diminished  by  flowing  into  the  quiet  impounded  waters  of  a 
reservoir. 

All  streams  transport  some  sediment  and  always  have.  Any  lake 
basin  into  which  streams  flow  will  fill  up  with  sediment  in  the  course 
of  time.  It  has  been  said  that  the  history  of  a  lake  is  the  history  of 
its  death.  Reservoir  silting  is  today  a  serious  problem,  not  just  because 
sediment  is  deposited,  but  because  it  is  deposited  in  such  quantities  as  to 
cause  serious  economic  and  social  losses  to  this  generation  and  the  next. 
The  primary  cause  of  this  condition  is  accelerated  soil  erosion. 

Under  primeval  conditions,  before  settlement  by  white  men,  a  large 
part  of  the  United  States  east  of  the  100th  meridian  was  blanketed 
by  dense  forests  or  thick,  tall  grass.  The  mellow,  permeable  soils  were 
firmly  held  by  roots  and  covered  by  decaying  litter  of  the  forest.  They 
were  effectively  insulated  against  removal  by  surface  runoff.  To  be 
sure,  occasional  fires,  animal  trails,  landslides,  and  other  disturbances 
exposed  some  soil  to  washing.  Unprotected  stream  banks  must  have 
existed,  as  the  geological  record  shows  countless  migrations  of  rivers 
across  their  valleys  and  back  again.  Actual  records  of  stream  load 
are  obviously  unavailable  for  presettlement  years,  but  many  historical 
records  indicate  that,  when  first  observed  by  white  men,  streams  ran 
virtually  clear,  even  at  high  water.  Plain  logic  will  lead  to  the  con- 
clusion that  if  former  sources  of  sediment  still  exist,  as  they  must  for 
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the  most  part,  the  addition  of  the  enormous  burden  washed  from 
tilled  fields  and  burned-over  forests  has  greatly  increased  the  annual 
sediment  load  of  the  streams.  This  logic  is  confirmed  by  measure- 
ments of  sedimentation  in  stream  channels  and  on  alluvial  flood  plains, 
where  it  has  been  found  that  rates  of  alluviation  or  sedimentation  are 
many  times  those  of  the  preagricultural  era  {65). 4 

Even  west  of  the  100th  meridian,  where  streams  have  always  carried 
much  larger  sediment  loads  than  those  in  the  East,  various  kinds  of 
evidence  indicate  that  rates  of  erosion  and  sediment  production  arc 
definitely  greater  today  than  formerly.  The  increased  amount  of  sedi- 
ment is  coming  mainly  from  deeply  incised,  rapidly  developing,  and 
widely  spreading  channels  (valley  trenches,  arroyos.  gullies)  in  alluvi- 
um-filled valleys,  and  from  surface  wash  and  gullying  on  grass-de- 
pleted slopes  laid  bare  by  the  grazing  of  too  many  domestic  animals. 

The  rapid  depletion  of  reservoir  storage  capacity  resulting  from  soil 
eiosion  causes  an  annual  damage  of  many  millions  of  dollars,  when 
measured  simply  by  depreciation  in  investment.  Reservoir  sites  must 
be  valued  as  natural  resources,  however,  apart  from  the  capital  ex- 
penditure for  their  development.  They  are  just  as  certainly  limited 
in  number  as  are  resources,  such  as  coal,  oil,  or  iron  limited  in  amount ; 
hence,  they  may  be  just  as  definitely  appraised  as  resources  apart  from 
their  future  development  cost. 

The  regulated  consumption  of  any  natural  resource  for  the  maximum 
benefit  of  all  is  to  be  encouraged ;  its  uncontrolled  waste  must  be  con- 
demned. The  consumption  of  a  reservoir  site  begins  when  a  dam  is 
built  •  for  even  under  geologic  norms  of  erosion,  the  lake  so  impounded 
will  fill  up  in  time.  The  waste  of  this  site  begins  when  the  reservoir 
located  there  is  allowed  to  fill  up  at  a  rate  that  will  make  it  useless  in 
one  or  a  few  generations,  even  though  the  development  can  more  than 
amortize  itself  financially  in  this  short  time. 

In  1936,  J.  C.  Stevens,  in  an  article  (11  J,  pp.  208-209)  based  on  his 
report  on  the  silt  problem  to  the  Special  Committee  on  Irrigation 
Hydraulics  of  the  American  Society  of  Civil  Engineer-,  depicted  the 
problem  of  reservoir  silting  in  words  that  cannot  be  lightly  dismissed, 
or  scarcely  made  more  forceful,  as  follows: 

The  construction  of  large  storage  reservoirs  on  some  of  the  silt-laden  streams 
of  the  West  has  focused  attention  on  the  pari  sedimentation  will  play  In  the 
future  history  of  Western  civilization 

An  empire  exists  below  the  storage  reservoir  that  has  been  created  by  the 
Klephant  P.utte  Dam,  on  the  Rio  Grande,  In  New  Mexico.  The  land  is  phe- 
nomenally productive.    This  region  embraces  a  substantial  unit  of  civilization  the 

\>i.\    existence  of  which  bangs  upon  the  integrity  <>t   a   storage  reservoir  to   iin 

pound  and  deliver  the  water  so  vitally  necessary  to  life 
The  reservoir  etc- 1 ted  by  EUephanl  Butte  Dam  Is  alowlj  being  deprived  of  Its 

:ihility  to  Store  water.     Silt   is  being  deposited  at  an  average  rate  of  20,000  a< 
feet  per  year.      Its  original  capacity  will  be  80  depleted  in  two  or   three  genera- 
tions that   the  civilization  now  dependent   upon  it   will   ha\e  to  Seek  other  sources 

of  water  supply  and  storage 

Fortunately,  sites  are  available  where  other  reservoirs  ma\  be  constructed. 
and,  after  these  are  gone,  others  will  doubtless  be  found.  Kurt  beriuore.  the 
present  dam  COuld  be  raised  to  increase  its  storage  capacity;  but  what  of  the 
ultimate  future,  when  all  available  storage  site-,  have  been  exhausted'.'  Must 
those  now  fertile  areas  revert,  ultimately,  lo  the  sage-brush  and  the  cactus'- 
Will  sedimentation,  that  made  possible  this  vibrant  civilization,  ultimately  sound 
its  death  knell.  Hov<  long  can  this  episode  in  the  annals  of  civ  ilization  continue 
and  what  can  man  do  to  prolong  its  ezisteo 


1  italic  numbers  In  parentheses  refer  n>  Literature  Cited,  p   150 


Ill  effects  from  reservoir  silting  were  experienced  within  a  few 
j^ears  of  the  beginning  of  reservoir  storage  in  this  country.  Baltimore, 
Md.,  was  excavating  sediment  from  its  water-supply  reservoir,  Lake 
Roland,  in  1872.5  In  that  year,  the  reservoir's  capacity  was  increased 
more  than  3,000,000  gallons  by  dredging,  at  a  cost  of  nearly  $3,500.  In 
1877  (1)  Reading,  Pa.,  was  excavating  one  of  its  water-supply  reser- 
voirs. In  1892,  Altoona,  Pa.,  found  it  necessary  to  excavate  sediment 
from  its  Kittanning  Reservoir,  after  it  had  been  in  service  only  5 
years  (2). 

Engineering  consideration  of  the  silting  problem  in  reservoirs  of 
the  Southwest  goes  back  at  least  as  far  as  1889.  Rather  extensive 
studies  of  probable  rates  of  silting  were  made  in  connection  with  the 
development  of  several  of  the  larger  irrigation  reservoirs  financed 
by  the  Federal  Government,  especially  Elephant  Butte  Reservoir  (S3), 
Roosevelt  Reservoir  (42),  and  San  Carlos  Reservoir  (123).  Agencies 
that  participated  in  these  studies  included  the  United  States  Geologi- 
cal Survey,  Bureau  of  Reclamation,  International  Boundary  Com- 
mission, Office  of  Indian  Affairs,  and  the  Corps  of  Engineers,  United 
States  Army. 

The  first  noteworthy  survey  in  this  country  to  determine  the  rate 
of  sedimentation  appears  to  have  been  that  made  on  Sweetwater 
Reservoir,  12  miles  southeast  of  San  Diego,  Calif.,  in  1895,  7  years 
after  the  reservoir  was  completed  for  irrigation  storage  (108).  Prior 
to  the  completion  of  the  old  Austin  Dam  on  the  Colorado  River  of 
Texas  in  1893  cross  sections  were  established  above  it  in  anticipation 
of  heavy  silting.  Remeasurement  of  these  sections  in  February  1900 
by  the  late  Dean  T.  U.  Taylor  disclosed  the  then  astonishing  fact  that 
the  reservoir  had  lost  48  percent  of  its  capacity  in  6%  years  (116). 

Baltimore's  survey  of  its  Loch  Raven  water-supply  reservoir  in 
1900  disclosed  a  capacity  loss  of  85  percent  in  the  20  years  since  it 

5  Baltimore  Water   Boakd.     water   engineers  report,  1872.     Ann.  Bpt.   Water  Dept., 
Baltimore,  Md.,  pp.  53-97.     1873. 
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The  Boulder  Dam,  in  the  Colorado  River,  will  create  the  largest  storage  reser- 
voir in  the  world.  Upon  it  will  depend  not  only  the  security  of  the  entire  Imperial 
Valley  against  damages  from  floods,  and  the  irrigation  of  millions  of  acres  of 
land,  but  also  the  domestic  and  irrigation  supply  for  the  metropolitan  district 
of  Southern  California.  The  ability  to  furnish  power  to  the  people  in  seven 
States  also  hinges  upon  its  functioning.  Unless  remedial  measures  are  adopted, 
this  reservoir  will  become  virtually  useless,  by  reason  of  silt  deposits,  before  the 
passing  of  the  fifth  generation.  '  * 

Fortunately,  as  on  the  Rio  Grande,  a  number  of  other  storage  sites  are  avail- 
able on  the  Colorado  River.  Ultimately,  however,  within  some  definite  number  % 
of  generations,  the  fact  must  be  faced  that  all  these  reservoirs  will  have  become 
useless  for  storage  purposes.  The  dependent  peoples  must  then  be  reduced  to 
those  that  can  subsist  on  the  areas  which  the  unconserved  flow  of  the  river  will 
irrigate. 

It  is  not  the  writer's  intention  to  paint  a  dark  picture,  but  rather  to  stimulate 
a  more  intensive  study  and  an  intelligent  research  that  will  ultimately  effect  a 
practical  solution  of  this  problem.     The  menace  exists ;  it  is  real ;   and  unless  * 

something  constructive  can   be  evolved,  civilization  in  these  regions  must  even- 
tually decline.     It  is  unfair  to  sit  smugly  complacent  and  to  pass  this  problem  « 
flippantly  on  to  future  generations.    The  engineer  should  be  equal  to  the  task  of 
finding  a  solution,  but  it  will  take  many  years  of  experimentation  and  study, 
and  he  should  be  at  the  task,  amply  financed. 

PREVIOUS  INVESTIGATIONS 
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was  constructed  in  1880,  even  though  dredging  had  been  started  in 
1896  (133).  The  first  of  several  sedimentation  surveys  of  Lake  Cha- 
bot,  now  a  part  of  the  East  Bay  Municipal  Utilities  District 
water-supply  system  furnishing  water  to  Oakland  and  adjacent 
communities  in  California,  was  made  in  1900,  25  years  after  storage 
began  (28). 

The  first  of  several  surveys  of  Lake  McMillan  on  the  Pecos  River 
was  made  in  1910  (102)  ;  of  Zuni  Reservoir.  Black  Rock.  X.  Mex., 
the  same  year  (102),  and  of  Elephant  Butte  Reservoir  on  the  Rio 
Grande  in  1916  (113).  Results  of  studies  of  reservoir  silting  in  Texas 
made  during  the  1920's  by  the  Division  of  Irrigation.  Soil  Conserva- 
tion Service  (formerly  of  the  Bureau  of  Agricultural  Engineering), 
in  cooperation  with  the  Texas  Board  of  "Water  Engineer-,  were  de- 
scribed by  Faris  (51)  in  1933. 

Taylor's  publication  "Silting  of  Reservoirs"  (117)  in  1930  was  a 
notable  contribution  to  the  literature,  a<  it  described  most  of  the 
sedimentation  surveys  made  up  to  that  time  including  several  not  pre- 
viously reported.  Prior  to  1934,  sedimentation  surveys  of  varying 
degrees  of  accuracy  had  been  made  on  40-odd  reservoirs  in  this  coun- 
try.  Data  on  most  of  these  surveys  are  contained  in  publications  by 
Eakin,  (£5,  pp.  9-26)  and  Stevens  (113,  pp.  209-218). 

Although  a  rather  widely  scattered,  if  not  too  complete,  literature 
on  silting  has  been  available  for  30  or  40  years,  the  problem  has  been 
very  frequently  ignored  by  designers,  owners,  and  operators  of  res- 
ervoirs. Examination  of  a  number  of  textbooks  on  water-works  en- 
gineering, written  during  the  last  10  years,  reveals  only  a  cursory 
treatment  of  the  problem.  There  is  almost  a  total  lack  of  literature 
on  the  effects  of  silting  on  hydroelectric  power  development-  in  this 
country.  The  relation  of  the  problem  to  irrigation  has  been  more 
intensively  studied  for  the  obvious  reason  that  so  many  streams  in 
the  region-  that  require  irrigation  carry  such  heavy  sediment  burdens. 

Perhaps  the  main  reason  for  this  apathy  is  the  fact  that  not  many 
of  our  reservoirs,  especially  the  larger  and  more  widely  known,  are 
more  than  40  years  old.  and  hence  very  few  thus  far  have  become 
useless.  In  other  words,  the  cumulative  effect  of  silting,  except  in 
rare  instances,  ha-  not  been  rapid  enough  to  force  this  problem  into 
general  prominence.  The  case  closely  parallels  that  of  the  recogni- 
tion of  soil  erosion  and  its  effects,  a  phenomenon  to  which  the  silting 
problem  is  intimately  related.  Since  the  days  of  Washington  ami 
Jefferson  a  few  outstanding  agriculturalists  have  expressed  alarm 
over  the  ravages  caused  by  soil  washing  from  farm  fields,  but  apathy 
both  on  the  pari  of  the  public,  and  among  leader-  of  social,  agricul- 
tural, and  political  life  in  America  wa-  the  prevalent  state  of  affairs 
until  nio-t  of  the  good  land  had  been  homesteaded  and  pressure  on 
i  he  older  land  began  to  increase  about  25  years  ago. 

The  inescapable  evidences  of  wastage  by  soil  erosion,  spread  before 
the  traveler's  eye  from  coast  to  coast,  will  inevitably  be  paralleled 
during  the  next  few  generations  by  the  spectacle  o(  va-t  tracts  of  -oil 
waste  behind  great  dams  where  once  water  \\a-  Stored. 

STUDIES  BY  T1IK  SOU    CONSERVATION  SERVICE 

In  1935  Congress  created  the  Soil  Conservation  Service  as  a  perma- 
nent agency  of  the  United  States  Department   of   Agriculture  "to 
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provide  permanently  for  the  control  and  prevention  of  soil  erosion 
and  thereby  to  preserve  natural  resources,  control  floods,  prevent 
impairment  of  reservoirs,  *  *  *"  (122).  To  comply  with  this 
directive  the  Soil  Conservation  Service  established  in  its  Office  of 
Kesearch  a  section  for  sedimentation  studies  to  determine  (1)  the 
character  and  extent  of  reservoir  silting  and  other  downstream  dam- 
ages that  result  from  deposition  of  soil  washed  from  upland  slopes, 
and  (2)  the  nature  and  location  of  control  measures  required  to 
ameliorate  these  damages. 

Progress  made  thus  far  in  studying  the  problem  of  reservoir  silting 
includes  (1)  an  inventory  of  pertinent  data  on  all  American  reser- 
voirs, (2)  detailed  sedimentation  surveys  of  approximately  150  repre- 
sentative reservoirs,  and  reconnaissance  surveys  of  approximately  250 
others,  or,  including  surveys  made  by  other  agencies,  the  collection 
of  data  on  silting  in  more  than  450  reservoirs  in  36  States,  (3)  de- 
termination of  the  physical  and  economic  effects  of  silting  on  various 
types  of  reservoirs,  (4)  development  of  methods  for  determining  the 
sources  of  sediment  that  cause  reservoir  silting,  and  (5)  a  preliminary 
analysis  of  the  known  methods  of  reservoir-silting  control. 

Although  the  nature,  causes,  and  effects  of  reservoir  silting  are  now 
becoming  fairly  well  understood,  there  is  a  continuing  need  for  in- 
vestigation of  silting  control  in  specific  reservoirs,  which  have  a  variety 
of  individual  and  complex  problems.  A  first  requisite  of  control  is 
to  determine  the  character  and  rate  of  silting  in  the  particular  reservoir. 

A  reconnaissance-type  survey  has  been  developed  as  a  means  of 
ascertaining  the  approximate  extent  of  reservoir-capacity  loss,  and 
of  determining  whether  a  more  detailed  survey  is  needed.  It  consists 
of  measuring  the  thickness  of  sediment  at  from  15  to  100  or  more  well- 
distributed  locations  in  a  reservoir  by  means  of  a  measuring  device 
known  as  the  spud  8  (figs.  2  and  3). 

In  operation  the  spud  is  dropped  or  thrown  vertically  from  the  side 
of  a  boat,  and  the  attached  rope  is  played  out  through  the  hands  with 
only  enough  grip  maintained  to  keep  the  spud  in  a  vertical  position 
when  it  hits  the  deposits.  In  sediment  that  has  never  been  exposed 
to  air,  the  spud,  because  of  its  weight,  seldom  fails  to  penetrate  en- 
tirely through  the  deposit  into  old  soil,  even  where  the  sediment  depth 
is  several  feet  greater  than  the  length  of  the  spud.  When  the  spud  is 
pulled  up  slowly  through  the  water  a  sample  of  mud  or  underlying 
soil  is  retained  in  each  groove  of  "cup"  that  had  penetrated.  Tests 
based  on  comparison  with  original  bottom  profiles  have  shown  that 
these  samples  come  from  the  point  at  which  each  particular  groove 
came  to  rest  when  the  spud's  downward  motion  stopped. 

The  successful  use  of  the  spud  depends,  first,  on  whether  it  pene- 
trates through  the  reservoir  deposits  into  the  underlying  material, 
and  secondly,  on  the  ability  of  the  operator  to  distinguish  the  sedi- 
ment from  the  underlying  soil  by  color,  texture,  and  other  physical 

o  The  spud  is  a  case-hardened  or  well-tempered  steel  rod.  similar  to  axle  shafting,  into 
which  encircling  triangular  grooves  have  been  machined  at  intervals  of  one-tenth  of  a  foot 
along  its  length.  Each  groove  tapers  outward  from  a  maximum  depth  of  one-quarter  of 
an  inch  to  zero  at  the  rim  of  the  groove  one-tenth  foot  above,  forming  a  series  of  horizontal 
shelves  when  the  rod  is  held  upright.  Spuds  of  different  dimensions  have  been  used.  The 
latest  design  is  a  sectional  spud,  shown  in  figure  2,  consisting  of  five  lengths  of  rod,  each 
approximately  3  feet  long,  with  sharp  and  blunt  points.  The  sections  contain  threaded 
holes  in  their  ends  and  are  fastened  together  with  dowel  pins.  When  all  sections  are 
joined,  this  spud  is  approximately  16  feet  long  and  weighs  about  38  pounds.  It  may  also 
be  used  in  6-  and  9-foot  lengths.  Specifications  can  be  obtained  from  the  Sedimentation 
Section,  Soil  Conservation  Service,  Washington,  D.  C. 
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Figure  2. — Sectional  spud  developed  by  Soil  Conservation  Service  for  measuring 

thickness  of  sediment. 


Fiqi  be  3. — Survey  party  taking  measurements  of  sediment  thickness.    The  man 

in  the  front  of  the  boal   points  his  thumb  to  the  upper  limit  of  scdimeni  pene 
trillion,  as  measured  hy  samples  on  the  spud. 
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characteristics.  Experience,  involving  tens  of  thousands  of  measure- 
ments, has  shown  that  in  most  reservoirs  less  than  half  full  of  sedi- 
ment, spudding  is  successful  in  90  to  95  percent  of  all  attempts.  In 
reservoirs  where  measurements  can  be  made  successf  idly  with  the  spud 
over  most  of  the  lake's  basin,  the  ratio  of  sediment  volume  to  the 
original  storage  capacity  of  the  reservoir  may  be  estimated  by  the 
use  of  simple  formulas.7 

Spudding  is  less  successful  in  lakes  that  are  far  advanced  in  stage 
of  silting,  where  sediment  depths  are  commonly  more  than  15  feet, 
where  the  sediment  has  been  exposed  to  prolonged  air  drying,  or  where 
the  sediment  is  predominantly  coarse-textured  sand  or  gravel  rather 
than  fine  silt  or  clay.  In  such  lakes  an  estimate  of  storage  loss  may 
be  made  by  soundings  from  water  surface,  providing  an  original  con- 
tour map  of  the  reservoir  basin  is  available  for  comparison.  Using 
this  practice,  measured  water  depths,  corrected  to  spillway  elevation, 
are  subtracted  from  original  depths  determined  from  the  contour 
map  to  compute  the  thickness  of  sediment  at  points  in  the  lake.  These 
derived  thicknesses  are  then  used  in  the  same  manner  as  those  meas- 
ured with  the  spud.  As  an  alternative  new  contours  representing  the 
top  of  the  sediment  may  be  drawn  in  an  approximate  manner  from 
the  measured  present  water  depths.  By  comparison  of  areas  enclosed 
by  old  and  new  contours,  the  approximate  volume  of  sediment  can 
be  calculated  by  the  use  of  the  modified  prismoidal  formula  (45,  pp. 
1(11-103). 

Reconnaissance  surveys  of  moderate-sized  reservoirs  up  to  about 
10,000-acre-foot  capacity  can  be  made  by  a  specialist  in  this  work  in 
one  day  with  one  helper  and  a  motor  boat.  The  results  provide  a 
satisfactory  basis  for  estimating  the  order  of  magnitude  of  the  remain- 
ing useful  life  of  the  reservoir,  such  as  10,  20,  50,  or  100  years. 

The  detailed  reservoir  survey  differs  from  the  reconnaissance  survey 
in  that  it  involves  a  standardized  engineering  measurement  of  the 
original  and  present  capacities  of  the  reservoir  as  well  as  the  sedi- 
ment volume.  The  survey  includes  horizontal  control  by  surveying 
instruments  of  all  measurements  (figs.  4  and  5).  For  reservoirs  of 
more  regular  shape  with  few  embayments  or  long  winding  arms,  the 
maximum  error  of  the  detailed  survey  should  be  no  more  than  2 
percent  of  the  true  capacities.  For  more  irregular  reservoirs  the  error 
in  range  surveys  may  run  as  high  as  5  percent.  A  complete  descrip- 
tion of  the  methods  used  in  making  the  detailed  surveys  is  contained 
in  a  publication  of  the  Department  of  Agriculture  (45,  pp.  153-168). 

These  detailed  surveys  differ  also  from  reconnaissance  surveys  in 
that  all  survey  stations  are  monumented  to  permit  future  repeat  sur- 
veys on  an  exactly  comparable  basis,  thus  providing  checks  on  the 
progress  of  sedimentation  at  such  intervals  of  time  as  may  be  con- 
sidered desirable.  Furthermore,  the  data  permit  derivation  of  rela- 
tively accurate  indices  of  sediment  production  or  net  erosion  from  the 
drainage  area.  These  computed  "indices  of  erosion"  in  terms  of 
acre-feet  per  square  mile  or  similar  units  may  be  used  by  extrapola- 
tion in  estimating  the  probable  rates  of  sediment  delivery  from  ad- 
jacent or  similar  watersheds. 

7  Instructions  for  making  such  surveys  are  available  upon  request  from  the  Sedimenta- 
tion Section,  Soil  Conservation  Service,  Washington,  D.  C. 
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Figuke  5. — Representative  cross  sections  of  ranges  on  Lake  Clinton,  Okla.,  show- 
ing sediment  deposits. 

Detailed  surveys  require  the  services  of  four  or  five  men,  and  take 
up  to  3  weeks  of  field  work  on  reservoirs  of  less  than  10,000-acre-f  oot 
capacity. 

EFFECTS  OF  SILTING  ON  DIFFERENT  TYPES  OF  RESERVOIRS 

Reservoirs  of  equal  size  but  of  different  uses  are  not  necessarily 
damaged  to  a  like  degree  by  the  same  incoming  load  of  sediment. 

A  power  reservoir  is  damaged  by  silting  only  insofar  as  its  full 
usefulness  depends  upon  storage  or  pondage.  The  first  purpose  of  all 
power  dams  is  to  create  or  develop  a  waterfall  so  that  power  can  be 
generated  as  water  descends  from  near  the  crest  of  the  dam  to  the 
level  of  the  stream  below.  The  primary  power  available  at  a  water- 
fall is  the  power  that  can  be  generated  continuously  from  the  lowest 
flow  of  the  stream.  Secondary  power,  which  can  be  developed  only 
when  the  stream's  discharge  is  in  excess  of  the  minimum  flow,  has  a 
much  lower  value  than  primary  power. 

Many  power  dams  are  built  in  steep  canyons  or  on  rapids  to  develop 
power  solely  from  the  unregulated  flow  of  the  stream.  Other  power 
dams  are  built  at  sites  where  water  can  be  impounded  in  reservoir 
basins  during  periods  of  high  stream  flow  for  release  during  periods 
of  low  flow.  This  practice  leads  to  a  greater  constant  discharge  at 
the  dam  and  increases  the  rate  of  primary-power  production.  In  this 
type  of  power  reservoir  any  degree  of  silting  above  the  lowest  level 
of  draw-down  causes  some  damage,  inasmuch  as  the  capacity  of  the 
reservoir  for  storage  of  high  water  flows  is  diminished  and,  there- 
fore, the  minimum  constant  flow  that  can  be  maintained  decreases. 
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This  loss  progresses  until  a  point  is  reached  at  which  the  storage 
space  behind  the  dam  is  no  greater  than  the  space  occupied  by  the 
original  stream  channel  within  the  original  reservoir  area.  With  all 
storage  capacity  gone,  the  power  plant  then  lias  no  greater  resources 
to  draw  on,  so  far  as  that  reservoir  is  concerned,  than  the  available 
natural  stream  flow. 

In  practice,  power  plants  are  seldom  designed  to  develop  power 
from  the  entile  flow  of  a  stream,  for  a  reservoir  of  the  size  required 
to  impound  the  total  How  during  years  of  high  discharge  would  be 
uneconomic  except  in  some  multiple-purpose  reservoirs.  Even  the 
larger  power  re-ervoirs  are  of  such  a  size,  in  relation  to  the  flow  of  the 
streams  on  which  they  are  located,  that  during  one  or  more  periods 
of  most  years,  water  in  excess  of  that  which  can  be  stored  is  lost  over 
the  spillway. 

If  periods  of  spillway  overflow  are  followed  by  periods  of  low 
run-on  during  which  the  stored  water  is  drawn  off  to  the  lowest 
possible  level,  the  direct  loss  from  silting  may  be  measured  bv  the 
kilowatt  hours  of  electrical  energy  that  could  have  been  produced 
by  previously  lost  water  equal  in  volume  to  the  sediment  in  the  useful 
storage  area  of  the  lake  and  distributed  at  elevations  proportional 
to  elevations  of  the  deposits.  Direct  physical  loss  of  services  by  silt- 
ing occurs  only  in  the  years  when  storage  must  be  called  on  to  its 
full  limit  to  supplement  the  deficiency  of  stream  flow. 

Over  a  long-term  period,  however,  the  damage  is  more  than  that 
represented  by  the  total  losse>  in  kilowatt-hours  during  periods  of  low 
stream  flow,  for  the  continuity  in  the  rate  of  generation  of  electricity 
makes  the  difference  between  primary  and  secondary  power.  The 
true  loss  i-  measured  by  the  difference  in  sale  value  between  (1)  a  con- 
stant How  of  primary  power  at  a  higher  rate  of  production  and  (2)  a 
constant  flow  at  a  lower  rate,  plus  the  value  of  secondary  power  pro- 
duced in  periods  of  greater  How.  Tin-  difference  or  loss  becomes  pro- 
gressively greater,  because  the  primary  power  rate  declines  theoreti- 
cally in  direct  proportion  to  red  net  ion  of  storage. 

siting  damages  not  only  the  Large  power  reservoirs  but  also  the 
smaller  reservoirs  that  contain  only  channel  storage,  or  pondage.  Many 
such  reservoirs  throughout  the  country  develop  power  for  local  mills 
and  other  enterprises  that  operate  normally  only  during  daylight 
hours.  These  reservoirs,  when  constructed,  would  ordinarily  store  suf- 
ficient water  in  the  channel  above  the  dam  at  night  to  boost  power  rates 
during  operating  hours  of  the  day.  or  to  meet  other  fluctuations  in  load 
or  water  supply.  The  silting  of  channel  reservoirs,  such  a-  those  on 
Deep  River  in  North  Carolina,  has  caused  considerable  damage  in  that 
the  power  output  i-  no  Longer  boosted  by  overnight  pondage  during 
periods  of  low  Mow  (105).  Figure  6  -how-  a  typical  reservoir  of  this 
class  in  the  three  period-  of  it>  history. 

Sediment  causes  other  damages  to  hydroelectric  power  developments, 
which  do  not  enter  into  the  problem  under  discussion  here.     Abrasion 
ol   turbine-,    for  example,   is  generally   much   Less  when   water   pa- 
through  a  large  impounding  reservoir  than  in  run-of-thc  river  plants 
or  in  reservoirs  almost  tilled  with  sediment.    In  power  reservoirs  there 

is  nearly  alw  a\  -  a  dead-water  storage  Level,  or  a  level  in  the  lake  below 

which  water  cannot  be  withdrawn  for  power  purposes.    Silting  below 
this  level  causes  no  damage. 
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Figure  6. — Life  history  of  a  typical  smaller  power  reservoir  in  the  southern  Pied- 
mont— Dunlap  Reservoir  on  the  Chattahoochee  River  near  Gainesville,  Ga., 
built  in  1904  with  an  original  capacity  of  more  than  6,000  acre-feet.  A,  View 
in  1914.  B,  View  in  1934,  when  islands  of  sediment  extending  nearly  to  the  dam 
were  clearly  visible.  C,  View  in  1937,  reservoir  completely  filled  with  sediment. 
The  dam  washed  out  in  October  1936,  and  the  original  stream  channel  nearly 
reestablished.  The  sediment  flat  in  the  background  was  used  as  a  cornfield  that 
year. 
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Damage  to  water-supply  reservoirs  is  represented  by  any  reduction 
of  the  storage  capacity  below  the  minimum  required  to  safeguard  the 
continuity  of  a  supply  fully  adequate  for  present  or  estimated  future 
needs.  Sufficient  capacity  must  be  maintained  in  water-supply  resei 
voirs  to  assure  continuity  of  supply  during  periods  of  prolonged 
drought,  to  meet  reasonable  expected  increases  in  water  demand,  and 
to  provide  for  sudden  emergencies,  such  as  those  occasioned  by  major 
fires.  If  water-supply  reservoirs  are  built  with  capacities  in  excess  of 
these  reasonable  requirements,  then  the  additional  cost  of  this  excess 
capacity  represents,  in  effect,  prepaid  insurance  against  loss  by  silting. 
If  the  capacity  is  just  equal  to  the  reasonable  requirements,  any  reduc- 
tion in  this  capacity  by  silting  represents  a  direct  damage,  which 
involves  both  an  accumulating  loss  of  service  value  and  a  future  replace- 
ment cost.  The  economics  of  this  problem  are  discussed  by  Garin  and 
Forster  (58). 

Another  damage  by  sediment  is  represented  in  the  cost  of  filtering 
a  water  supply.  Although  this  is  distinct  from  the  problem  of  reser- 
voir silting,  it  should  be  recognized  that  many  forms  of  silting  control 
may  be  expected  to  decrease  the  cost  of  water  treatment.  Garin  and 
Forster  found  that  the  average  cost  of  water  treatment  in  22  North 
Carolina  Piedmont  cities,  including  overhead  charges  and  amortization 
of  plants  and  equipment,  is  about  $70  per  million  gallons.  For  treat- 
ment alone,  the  cost  is  $27,  of  which  $5  is  for  the  cost  of  chemicals, 
primarily  alum  used  for  flocculation.  The  relation  of  the  consumption 
of  alum  to  turbidity  is  shown  in  figure  7.  Garin  and  Forster  estimated 
that  a  30-percent  reduction  in  the  suspended  load  of  the  streams,  a 
modest  expectation  from  an  adequate  erosion-control  program,  would 
result  in  an  average  saving  of  $1.50  per  million  gallons  in  the  cost  of 
treatment.     They  concluded  that  other  savings  resulting  from  smaller 
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capital  outlay  for  new  settling  basins  and  filter  plants  and  from  reduced 
costs  of  flushing  and  other  plant  operations  would  eventually  bring  the 
total  savings  to  $7  per  million  gallons,  or  $94,500  annually  for  these 
22  cities.  Capitalized  at  5  percent,  the  present  value  of  a  30  percent 
smaller  sediment  load  in  water  purification  alone  would  be  $1,890,000. 

In  irrigation  reservoirs  the  damage  caused  by  sedimentation  may  be 
measured  primarily  in  terms  of  the  value  of  water  wasted  over  the 
spillway,  that  could  have  been  retained  except  for  sedimentation. 
Where  reservoirs,  such  as  Elephant  Butte,  San  Carlos,  and  Roosevelt, 
are  built  with  sufficient  capacity  to  impound  two  or  more  times  the 
average  annual  stream  flow,  water  wastage  over  the  spillway  may  be 
expected  only  in  years  of  exceptional  flood  discharge,  and  water  defi- 
ciency may  be  expected  only  in  exceptional  droughts  of,  let  us  say, 
25-year  frequency.  Any  deposition  of  sediment  in  these  reservoirs 
represents  a  loss  of  just  that  much  space  for  storage  of  water  during 
the  years  of  high  flow,  and  thus  increases  the  frequency  of  years  of 
deficient  supply.  In  other  words,  after  a  few  years  of  silting  a  drought 
of  15-year  frequency,  instead  of  25-year  frequency,  as  initially,  may 
require  a  reduction  in  acreage  or  cause  a  partial  crop  loss.  This  dam- 
age may  be  converted  to  monetary  terms  by  estimating  the  value  of 
crops  that  could  have  been  produced  with  a  volume  of  water  wasted 
during  years  of  high  flow  equal  to  but  not  exceeding  the  volume  of 
sediment  deposits.  The  frequency  of  such  damage  increases  as  the 
capacity  is  lost,  until  it  becomes  economically  intolerable,  and  remedial 
steps  are  taken,  involving  in  most  instances  to  date  the  creation  of  new 
storage  capacity. 

Increased  evaporation  is  another  type  of  damage  from  reservoir 
silting  in  most  irrigation  reservoirs.  Sediment  progressively  fills  the 
narrower,  deeper  portions  of  the  reservoir,  and  causes  a  greater  surface 
area  of  water  to  be  exposed  for  any  water  volume  in  storage.  The  less 
the  average  depth  of  water  and  the  greater  the  surface  area  exposed 
per  unit  of  water  in  storage,  the  greater  is  the  quantity  of  water  lost  by 
evaporation.  In  the  drier,  hotter  sections,  this  increased  evaporation 
loss  over  a  period  of  years  may  represent  a  substantial  part  of  the  total 
loss  or  damage  resulting  from  sedimentation. 

Flood-control  reservoirs  are  designed  with  a  capacity  sufficient  to 
hold  back  a  flood  of  a  certain  magnitude,  which  on  the  basis  of  prob- 
abilities should  recur  on  an  average  of  once  in  a  term  of  years.  The 
reservoir  may  be  designed  to  hold  back  the  greatest  flood  that  could 
occur  under  the  most  unfavorable  combination  of  circumstances,  but 
more  often  it  is  designed  to  impound  all  flow  above  bank  stage  of  a 
flood  of  certain  estimated  frequency,  as,  for  instance,  a  100-year 
frequency. 

Any  degree  of  sedimentation  within  the  flood-control  storage  basin 
obviously  means  that  the  dam  can  impound  a  smaller  amount  of  water 
and  hence  could  control  to  an  equal  degree  only  a  flood  of  lesser  fre- 
quency than  that  for  which  it  was  designed.  If  a  flood-control  dam 
were  determined  to  be  economically  justified  to  control  floods  of  100- 
year  frequency,  then  a  reduction  of  its  efficiency  by  sedimentation  to 
the  point  where  it  would  control  a  'flood  of  only  75-year  frequency 
represents  a  damage  that  might  be  measured  on  the  basis  of  the  com- 
puted benefits  for  the  original  project. 

Numerous  flood-control  reservoirs  are  also  multiple-purpose  reser- 
voirs.    The  flood-control  storage  may  be  the  upper  5,  10,  or  50  feet  of 
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storage  above  the  pool  level  maintained  for  power  production,  water 
supply,  or  irrigation.  In  this  type  of  reservoir  the  reduction  of  flood- 
control  storage  capacity  ordinarily  proceeds  very  slowly,  and  may  not 
be  seriously  affected  until  the  storage  at  lower  levels  is  greatly  depleted 
by  sedimentation.  It  should  be  anticipated,  however,  that  as  the  large 
multiple-purpose  reservoirs  in  this  country  lose  capacity,  the  revenue- 
producing  power  or  irrigation  storage  will  be  maintained  by  reducing 
the  storage  allotment  for  flood  control,  unless  alternatives  such  as 
additional  storage  or  desilting  measures  are  provided. 

Reservoirs  constructed  solely  for  flood  control  frequently  have  out- 
lets in  the  dam  that  are  uncontrolled  by  gates.  The  outlets  are  of 
such  size  that  the  flow  downstream  will,  be  slightly  below  bank  stage. 
The  water  passes  through  the  reservoir  relatively  rapidly,  and  a  con- 
siderable part  of  the  sediment  load  is  not  deposited  in  the  basin.  The 
reservoirs  constructed  by  the  Miami  Conservancy  District  in  Ohio 
are  examples  of  this  type. 

In  general,  flood-control  reservoirs  in  this  country  are  less  subject 
to  sedimentation  damage  than  most  other  types.  Exceptions  that  may 
be  noted  are  the  relatively  small  flood-control  reservoirs  in  the  moun- 
tain canyons  adjacent  to  Los  Angeles,  and  a  few  flood-control  reset 
voirs  located  on  streams  that  carry  exceptionally  large  sediment  bur- 
dens, one  of  which  is  the  John  Martin  Reservoir  on  the  Arkansas 
River  near  Caddoa,  Colo. 

Recreation  reservoirs  are  damaged,  not  only  by  complete  filling  with 
sediment,  which  may  result  in  their  ultimate  abandonment,  but  cur- 
rently because  sediment  (1)  creates  conditions  unfavorable  to  fish  life; 
(2)  accumulates  on  sandy  beaches,  thereby  making  them  less  desirable 
for  swimming;  and  (3)  causes  swamping  at  the  upper  end  of  the  lake 
and  around  the  shores,- thereby  decreasing  esthetic  values  and,  in  some 
sections  of  the  country,  increasing  health  hazards  from  malaria. 

Navigation  reservoirs  are  damaged  both  by  shoaling  of  ship  chan- 
nels, necessitating  frequent  or  constant  dredging  operations,  and  by 
loss  of  storage  capacity  required  for  regulating  tow-water  flows. 

THE  MAGNITUDE  OF  SILTING  DAMAGE 

The  useful  capacity  of  a  reservoir  is  that  percentage  of  a  reservoir's 
total  capacity  which,  when  depleted,  will  essentially  terminate  the 
usefulness  of  the  reservoir,  barring  the  development  of  supplementary 
storage.8  The  useful  life  of  a  reservoir  is  t  he  period  of  years  required 
to  deplete  its  useful  capacity. 

In  an  economic  study  of  damage  bj  sedimentation  to  reservoirs  in 
the  Trinity  River  drainage  basin  in  Texas.  (Sarin  and  Gabbard  ( 
found  that  the  useful  capacity  of  23  reservoirs,  most  of  them  built  for 
water  supply,  ranged  from  38  percent  to  85  percent  of  the  total  original 
capacity.  The  average  useful  capacity  of  these  reservoirs  «;i-  GO 
percent. 

As  a  basts  from  which  to  analyze  the  significance  of  the  siltine 
problem  in  the  Nation's  water  supply  reservoirs  the  author   (SI)   has 

i  seful  capacity  should  be  distinguished  from  usable  storage,  or  active  storage  The 
latter  represents  all  storage  above  a  certain  level  In  the  reservoir  thai  can  be  drawn  off 
Coi  consumptive  use,  such  as  for  water  supply  or  for  power  generation.  The  operation  of 
a  reservoir  generally  becomes  uneconomical  before  the  enure  usable  storage  capacity 
depleted.  Therefore,  the  useful  capacity  will  be  smaller  timn  tiio  usable  storage  and  will 
be  an  oven  smaller  pari  of  the  total  storage, 
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made  three  assumptions:  (1)  that  the  useful  capacity  of  water-supply 
reservoirs  on  an  average  is  equal  to  80  percent  of  the  total  original 
capacity,  which  is  more  conservative  than  the  findings  in  the  Trinity 
Basin,  Texas;  (2)  that  decrease  of  the  useful  capacity  will  proceed  at 
a  uniform  rate  until  it  is  exhausted ;  and  (3)  that  the  151  water-supply 
reservoirs  that  comprise  the  sample  represent  a  fair  cross  section  of 
conditions  over  the  whole  country.  Based  on  these  assumptions,  it  is 
estimated  that  as  a  result  of  silting  alone  21  percent  of  the  Nation's 
water-supply  reservoirs  will  have  a  useful  life  of  less  than  50  years, 
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Figtjee  8. — Rates  of  silting  in  typical  water-supply  reservoirs  of  the  United  States. 

another  25  percent  will  last  50  to  100  years,  whereas  only  54  percent 
will  provide  enough  storage  to  suffice  for  present  requirements  (not 
the  estimated  future  needs)  100  years  hence.  Figure  8  gives  a  dia- 
grammatic illustration  of  rates  of  silting  of  water-supply  reservoirs 
in  the  United  States. 

It  is  probable  that  irrigation  and  recreation  reservoirs  will  be  de- 
pleted at  similar,  if  not  somewhat  faster,  rates.  Flood-control  reser- 
voirs, except  for  certain  types,  as  those  in  Los  Angeles  County,  Calif., 
will  be  depleted  at  much  less  rapid  rates,  but  will  furnish  progressively 
less  and  less  flood  protection  from  the  date  of  their  completion.  Be- 
cause of  the  dual  purpose  of  power  dams  for  head  and  storage,  evalua- 


THE    CONTROL    OF    RESERVOIR    SILTING  21 

tion  of  the  effect  of  silting  on  power  reservoirs  is  complicated  to  such 
an  extent  that  no  adequate  analysis  of  the  national  aspects  of  silting 
on  this  class  of  reservoir  has  yet  been  possible.  The  damages  are 
known  to  be  large,  however,  and  may  exceed  those  of  any  other  class. 

Studies  of  the  economic  aspects  of  reservoir  silting  are  just  begin- 
ning, and  thus  far  even  estimates  of  the  total  annual  damage  by  silting 
to  American  reservoirs  are  of  doubtful  value.  Economists  still  have 
widely  different  points  of  view  on  the  methods  of  appraising  damages. 

In  their  recent  study  of  23  reservoirs  in  the  Trinity  River  Basin. 
Tex.,  Garin  and  Gabbard  (59)  computed  the  average  annual  damage 
due  to  sedimentation  as  $165,000.  The  original  cost  of  these  23  reser- 
voirs was  approximately  $16,350,000.  In  a  similar  study  of  22  water- 
supply  reservoirs  in  the  Piedmont  section  of  North  Carolina,  Garin 
and  Forster  (58)  computed  the  annual  damage  as  $32,000.  The  origi- 
nal cost  of  these  reservoirs,  many  of  which  are  small,  was  $2,030,000. 
In  a  recent  study  of  the  new  Morris  Sheppard  Reservoir  on  the  Brazos 
River  in  Texas,  Garin  (57)  estimated  that  the  annual  damage  by 
silting  would  amount  to  $67,416.  This  figure  is  based  on  a  rate  of  filling 
estimated  from  suspended-load  observations  during  the  period  1924  to 
1934.    The  cost  of  this  reservoir,  dedicated  July  2, 1941,  was  $5,800,000. 

A  study  of  the  effects  of  silting  on  the  output  of  power  reservoirs  in 
the  South  Atlantic  and  Eastern  Gulf  drainage  basins  of  North  Caro- 
lina, South  Carolina,  Georgia,  and  Alabama  during  the  drought  year 
1941  revealed  a  net  loss  of  about  90,000,000  kilowatt-hours  as  a  result 
of  depleted  storage  capacities.  At  the  cheapest  rates  for  secondary 
power,  this  amount  of  electricity  has  a  value  of  more  than  $250,000. 

On  the  basis  of  these  few  economic  studies,  it  seems  apparent  that 
the  average  annual  damage  to  all  reservoirs  in  the  United  States  is 
not  less  than  $10,000,000.  Damage  may  be  several  times  this  amount, 
perhaps  as  high  as  $50,000,000  annually. 

A  discussion  of  the  regional  aspects  of  reservoir  silting  is  beyond 
the  scope  of  this  publication.  In  reservoirs  that  have  comparable 
ratios  of  capacity  to  average  annual  inflow  or  watershed  area,  rates 
of  silting  are  closely  proportional  to  rates  of  erosion  in  their  drainage 
basins.  Bennett  (:.',.'.  />/>.  <:i7-8<>7)  has  given  a  detailed  discussion  of 
conditions  of  erosion  in  the  various  physiographic  provinces  of  the 
United  States,  and  the  leader  is  referred  especially  to  this  publication 
for  information  on  particular  areas.  In  an  earlier  publication,  Ashe 
(16,  pp.  17-32)  discussed  the  relation  between  forest  COVer,  soils  and 
the  sediment  load  of  the  main  stream  systems  in  the  United  States. 
The  author  (33)  has  given  a  brief  summary  of  the  regional  aspect-  of 
reservoir  silting  in  water-supply  reservoirs, 

METHODS  OF  SILTING' CONTROL 

All  the  methods  proposed  or  tried  for  the  control  of  reservoir  silting 
may  be  classified  into  six  groups,  namely.  ( 1 )  selection  of  the  reservoir 
site,  (2)  design  of  the  reservoir,  (3)  control  of  sediment  inflow.  |  1) 
control  of  sediment  deposition,  (5)  removal  of  sediment  deposits,  and 
(6)  watershed  erosion  control.  These  six  groups  represent  three 
philosophies  of  approach  to  the  problem  of  control.  Groups  1  ami  2 
disregard  the  possibility  of  changing  the  rate  of  sediment  output  from 
l  he  drainage  area,  or  the  control  of  deposition  in   the  reservoir,  but 
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represent  an  attempt,  by  controlling  location  and  size,  to  assure  the 
longest  possible  useful  life  for  the  reservoir.  The  second  philosophy, 
which  embraces  groups  3,  4,  and  5,  accepts  a  fixed  rate  of  sediment 
production  from  the  drainage  area,  as  well  as  a  fixed  size  for  the 
reservoir,  but  attempts,  by  various  means,  to  prevent  all  or  part  of 
the  sediment  from  being  permanently  deposited  in  the  reservoir. 
The  third  philosophy  attempts,  through  control  measures  in  the 
watershed,  to  reduce  the  quantity  of  sediment  that  will  reach  the 
reservoir. 

A  sound  policy  of  reservoir-silting  control  requires  impartial  con- 
sideration of  all  three  philosophies,  and  selection  from  the  various 
methods  available  of  those  that  may  be  physically  possible  and  eco- 
nomically feasible  under  any  particular  set  of  conditions.  A  careful 
weighing  of  the  advantages  and  disadvantages  of  the  various  methods 
before  the  reservoir  is  definitely  located  and  designed  is  most  likely 
to  lead  to  the  best  solution  of  the  problem.  When  only  one  site  is 
available,  the  first  possibility  for  sedimentation  control  is  already 
eliminated.  When  the  reservoir  is  designed  and  built,  one  or  more 
additional  possibilities  are  forfeited.  After  sediment  has  been  de- 
posited in  the  reservoir,  there  are  then  only  a  few  possibilities  left. 
In  this  field  as  in  most  others  involving  engineering  economics,  proper 
planning  at  the  earliest  stage  will  lead  to  the  greatest  return. 

SELECTION  OF  THE  RESERVOIR  SITE 

Whenever  a  water-storage  project  permits  a  choice  of  sites  for  the 
dam  and  reservoir  basin,  careful  study  should  be  given  to  the  quantity 
and  type  of  sediment  load  that  will  be  produced  by  the  respective 
drainage  basins  above  the  alternate  sites.  Both  the  total  quantity 
and  average  size  distribution  of  the  load  are  governed  by  such  charac- 
teristics of  the  drainage  basin  as  soil  types,  slopes,  stream  gradients, 
types  of  land  use,  and  the  extent  of  erosion  of  land  slopes  and  stream 
channels.  Often  significant,  but  not  obvious,  differences  may  be  found 
in  adjacent  drainage  basins  by  appropriate  surveys. 

In  India  (114,  PP-  56-57),  Switzerland  (99),  and  elsewhere,  it  has 
been  clearly  recognized  that  the  rate  of  silting  is  one  of  the  critical 
factors  to  be  considered  in  choosing  between  alternate  sites.  This 
factor  should  be  given  more  attention  in  America. 

In  estimating  the  sediment  production  of  a  drainage  area,  three 
types  of  data  should  be  considered:  (1)  Results  of  reservoir  sedimen- 
tation surveys,  (2)  records  of  the  suspended  load  of  streams,  supple- 
mented by  new  methods  of  estimating  bed  load,  and  (3)  conservation 
surveys. 

The  results  of  numerous  reservoir  surveys  have  been  summarized  in 
publications  of  the  Soil  Conservation  Service.9  Most  of  the  surveyed 
reservoirs  trap  from  70  percent  to  nearly  100  percent  of  the  sediment 
delivered  to  them  by  inflowing  streams.  The  records  of  accumulation 
in  reservoirs  more  than  10  years  old  are,  therefore,  useful  indices  of 
the  average  annual  rates  of  sediment  production  from  many  types  of 
drainage  areas. 

'The  Sedimentation  Section,  Soil  Conservation  Service,  Washington,  D.  C,  will  furnish 
on  request,  a  list  of  publications  on  reservoir-silting  surveys. 
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Nearly  1,000  suspended-load  records 10  on  American  streams  are 
now  in  existence.  Most  of  the  older  data  were  summarized  by  Ste- 
vens {113).  Since  the  appearance  of  his  paper  extensive  programs  of 
stream  sampling  have  been  conducted  by  the  United  States  Army  En- 
gineers, U.  S.  Geological  Survey,  Soil  Conservation  Service,  Tennes- 
see Valley  Authority,  and  several  other  agencies.  Much  of  these 
data  remains  unpublished.  Records  of  the  locations  of  sampling  sta- 
tions and  the  periods  of  measurement,  although  not  the  results,  are 
maintained  by  the  Sedimentation  Section  of  the  Soil  Conservation 
Service.  Most  of  these  data  could  be  obtained  and  should  be  utilized, 
so  far  as  they  are  applicable,  in  estimating  sediment  production  from 
drainage  areas. 

A  series  of  comprehensive  reports  on  sediment-load  samplers,  tech- 
nique of  sampling,  and  methods  of  analysis  has  been  prepared  at  Iowa 
Institute  of  Hydraulic  Research  (11.9)  on  the  results  of  an  investiga- 
tion sponsored  by  several  Federal  agencies.  New  methods  are  now 
being  perfected  by  the  Soil  Conservation  Service  for  the  measurement 
of  bed  load  transported  by  small  streams. 

Conservation  surveys  made  by  the  Soil  Conservation  Service  for 
farm-planning  operations  include  measurements  of  the  degree  of  ac- 
celerated erosion  of  the  land  surface  (94).  At  present  the  results  of 
these  surveys  cannot  be  used  satisfactorily  to  make  quantitative  esti- 
mates of  the  amount  of  sediment  transported  out  of  the  mapped  drain- 
age areas,  but  they  are  extremely  valuable  in  comparing  the  relative 
extent  and  seriousness  of  erosion  in  drainage  areas  above  the  alternate 
reservoir  sites.  Inquiry  regarding  the  existence  of  completed  surveys 
for  any  particular  drainage  area  or  the  possibilities  of  having  surveys 
made  in  any  area  may  be  addressed  to  the  State  Conservationist  of  the 
Soil  Conservation  Service  in  an\  State. 

Estimation  of  the  sediment  load  that  will  reach  any  proposed  reser- 
voir site  requires  either  (1)  extrapolation  from  reservoir  sedimenta- 
tion or  suspended-load  data  obtained  at  other  sites  in  the  same  or  sim- 
ilar drainage  basins,  or  (2)  the  measurement  of  the  stream  load  during 
a  period  of  years  at  the  proposed  site.  In  general,  unless  measure- 
ments can  be  continued  for  at  least  5  to  10  years,  reservoir  silting  rec 
ords  offer  the  most  satisfactory  liasis  of  estimation,  In  it  they  should  be 
checked  by  suspended  load  records  and  conservation  survey  data 
wherever  possible. 

A />i>ruis(il. — The  possibility  of  choosing  alternate  reservoir  sites 
for  water  storage  is  Largely  confined  to  -mailer  reservoirs,  hut  is  par- 
ticularly applicable  to  water  supply,  stream-regulating,  and  recrea- 
tion reservoirs. 

Power  dams  must  he  Located  where  the  needed  head  for  power  gen- 
eration can  he  obtained,  and  storage  capacity  often  hum  lie  subordi- 
nated to  this  requirement.     Two   factors,  Other  than  a  safe  dam  site 

and  adequate  stream  (low.  primarily  govern  the  design  of  a  power 

project.      One  is  the  distance  from  sources  of  power  consumption.       \ 

few  decades  ago  when  power  transmission  over  long  distances  was 
technologically  unfeasible,  this  was  a  primary  factor.    It  is  gradually 

1,1  a  record,  .-is  used  here,  means  the  results  of  systematic  stream  sampling  during  s 
given  period  of  time,  from  which  tin-  tonnage  of  suspended  load  passing  the  sampling 
station  diiritiL.-  thai  period  can  be  calculated,  rhere  maj  he  several  records  for  the  same 
sampling  station  on  a  Btream  separated  bj  months  or  years  during  which  no  samples  s 

tn  ken. 


24  MISC.    PUBLICATION    521,    U.    S.    DTCPT.    OF   AGRICULTURE 

becoming  less  and  less  so,  although  even  today  power  sites  several  hun- 
dred miles  distant  from  points  of  consumption  may  compare  unfavor- 
ably with  alternate  sources  of  power,  such  as  steam-generated  elec- 
tricity. The  second  factor  is  that  the  greatest  head  should  be  developed 
for  any  given  flow  at  the  least  cost  per  unit  of  installed  generating 
capacity.  Furthermore,  power  sites  are  being  developed  so  rapidly 
that  in  a  few  decades  virtually  all  of  those  available  in  the  United 
States  will  have  been  utilized.  Even  today  there  is  seldom  an  oppor- 
tunity for  choice  between  two  sites  based  on  the  effect  of  the  silting 
problem.  These  considerations  do  not  apply,  however,  to  stream- 
regulating  or  headwater-storage  reservoirs  constructed  to  develop 
more  constant  flow  at  downstream  power  dams. 

Irrigation  reservoirs  must  be  located  where  the  water  is.  Like 
power  dams,  irrigation  dams  are  being  constructed  so  rapidly  that  in 
a  generation  or  two  storage  capacity  will  be  developed  for  all  the  avail- 
able run-off  in  the  Western  States,  excepting  occasional  years  of  very 
high  stream  flow.  Today  in  some  places  there  are  possibilities  of 
deferring  the  silting  problem  on  smaller  irrigation  projects  by  building 
an  impounding  reservoir  at  higher  altitudes  where  vegetal  cover  is 
more  complete  and  erosion  less  extensive.  Or  there  still  may  be  some 
choice  between  drainage  basins  on  one  of  which  the  range  has  deterio- 
rated less  from  overgrazing  and  erosion  has  not  progressed  so  far  as 
in  an  adjacent  area. 

Navigation  reservoirs  are  obviously  restricted  to  a  particular  site 
on  a  particular  stream  if  their  purpose  is  to  provide  a  pool  for  the 
transit  of  boats.  If  their  purpose  is  solely  to  provide  storage  for 
regulating  stream  flow,  they  may  occasionally  be  constructed  at  higher 
altitudes  or  in  rougher  country  where  better  forest  cover  prevails. 

In  selecting  sites  for  water-supply  and  recreational  reservoirs,  espe- 
cially where  they  are  smaller  developments  ranging  from  a  few  hun- 
dred to  a  few  thousand  acre-feet  in  capacity,  serving  smaller  cities, 
towns,  and  local  communities,  a  choice  of  drainage  areas  still  exists 
in  most  parts  of  the  country.  In  the  eastern  half  of  the  United  States 
the  supply  of  sites  for  these  smaller  reservoirs  will  last  for  many  gen- 
erations. In  the  more  arid  regions  their  number  is  naturally  more 
limited,  but  at  least  as  far  west  as  the  Great  Plains  there  is  still  a 
choice  of  drainage  areas.  Engineering  studies,  of  course,  will  show 
that  the  cost  of  developing  an  impounding  reservoir  at  one  site  is  less 
than  at  any  other  site  for  the  particular  service  desired.  If,  however, 
a  reliable  estimate  is  made  of  the  prospective  rate  of  reduction  of  the 
useful  life  of  the  reservoir  by  silting,  it  may  be  found  that  the  construc- 
tion of  a  lake  at  an  alternate  site,  even  though  initially  more  costly  will 
be  ultimately  cheaper. 

Not  only  should  the  present  sediment  production  from  the  alternate 
drainage  areas  be  considered,  but  also  the  possibilities  of  utilizing  other 
methods  of  silting  control  should  be  taken  into  account,  especially 
watershed  erosion  control  through  land  purchase  and  reforestation, 
and  through  soil-conservation  districts.  Landownership  and  values 
in  the  two  drainage  basins  are  important  factors  to  be  investigated. 
The  response  of  the  landowners  to  cooperation  in  erosion-control  pro- 
grams and  their  willingness  to  sell  land  at  reasonable  prices  are  matters 
of  importance. 
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DESIGN  OF  THE  RESERVOIR 

Two  elements  affecting  the  rate  of  silting  should  be  considered,  espe- 
cially, in  designing  an  impounding  reservoir.  One  is  the  total  capacity 
to  be  provided,  and  the  other  is  the  design  of  water  and  sediment  release 
works  in  the  dam. 

The  capacity  of  an  impounding  reservoir  is  ordinarily  governed  by 
a  number  of  factors,  among  which  are  (1)  the  physical  characteristics 
of  the  dam  site  and  impounding  area,  (2)  the  estimated  available 
run-off,  both  total  and  during  periods  of  low  How,  (3)  the  service 
requirements  of  the  reservoir,  and  (4)  the  funds  available  for  its 
construction.  Other  factors  must  be  considered  in  certain  types  of 
reservoirs,  as  those  for  power,  where  head  usually  must  be  given  pri- 
mary weight.  The  factor  of  potential  loss  of  storage  by  silting  has 
been  considered  to  the  extent  of  influencing  design  in  only  a  few  exist 
ing  reservoirs  in  this  country,  these  being  principally  in  large  irrigation 
reservoirs  of  the  Southwest. 

DEVELOPMENT  OF  A  SUITABLE  CAPACITY-WATERSHED  RATIO 

Study  of  reservoir  silting,  both  in  this  country  and  abroad,  has 
shown  that  one  of  the  most  important  factors  governing  the  annual 
rate  of  storage  loss  is  the  ratio  between  the  original  storage  capacity 
of  the  reservoir  and  the  inflow  of  water  from  the  drainage  basin.  In 
this  country  the  general  lack  of  stream-flow  records  from  smaller 
drainage  areas,  especially  from  those  of  less  than  100  square  miles, 
has  made  it  difficult  to  use  capacity-inflow  ratios  in  engineering  inv<  - 
ligations.  In  any  region  of  relatively  uniform  climate,  topography, 
and  soils,  however,  a  ratio  of  storage  capacity  to  watershed  area  may 
be  used  satisfactorily,  inasmuch  as  the  average  run-off  per  square  mile 
will  not  vary  greatly. 

All  of  the  reasonably  reliable  data  on  annual  rates  of  storage  loss 
in  the  Texas-Oklahoma  region  and  the  Southeastern  Si  ales  region 
have  been  separated  into  groups  depending  upon  the  original  storage 
of  the  reservoir  per  square  mile  of  drainage  area.  The  data  were 
then  plotted  to  show  the  minimum,  mean,  and  maximum  rates  of 
annual  storage  loss  in  each  group  of  reservoirs  (fig.  9). 

Clearly,  reservoirs  in  either  region  that  have  an  original  capacity 
of  less  than  25  acre-feet  per  square  mile  of  drainage  area  are  likely 
to  have  an  exceptionally  high  rate  of  silting.  Lake  Austin,  on  the 
Colorado  River  at  Austin,  Tex.,  has  been  the  classical  American 
example  of*  reservoirs  in  this  category  (116).  Old  Lake  Austin,  com- 
pleted in  May  1N!KS,  and  washed  out  by  a  Hood  in  April  L900,  had  an 
original  capacity  of  19,300  acre-feet,  or  L.30  acre-feel  per  square  mile 
of  drainage  area,  lis  capacity  was  depleted  at  a  rale  of  7.1  percent 
annually  during  these  7  years.  New  Lake  Austin,  completed  in  the 
summer  of  19151  with  an  original  capacity  of  32,029  acre  feci,  or  0.84 
acre-foot  per  square  mile,  lost  its  capacity  at  the  rate  of  7.-">l  percent 
annually  from  that  date  to  August  L926, 

More   recent   examples  are   nol    difficult    to  find.      In    L936  a    water 
supply  reservoir  was  built  at  a  cost  of  aboul  $150,000  on  the  Solomon 

River  at   Osborne,   Kans.    The  reservoir  capacity    \\:i-  -mall,  onlj 
about  ;HX)  acre-feet,  but  presumably  adequate  to  supply  the  needs  of 
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Osborne.  The  drainage  area,  however,  was  about  2,100  square  miles, 
so  that  the  storage  capacity  was  only  0.14  acre-foot  per  square  mile. 
The  reservoir  was  completely  filled  with  sediment  the  first  year  after 
its  completion.  Records  of  at  least  ;i  dozen  similar  failures  <>f  reser- 
voirs constructed  since  1930  are  available. 

A  comparison  of  the  silting  rates  of  Lake  Waco  on  the  Bosque 
River  at  Waco.  Tex.,  and  of  Bridgeport  Reservoir  on  the  West  Fork 
of  the  Trinity  River  above  Fort  Worth,  Tex.,  affords  an  excellent 
illustration  of  the  effect  of  the  capacity-watershed  ratio.  Both  of 
these  lakes  were  created  primarily  for  water  supply.  Lake  Waco 
had  an  original  capacity  of  39,378  acre-feet  and  a  drainage  area  of 
1.662  square  miles.  The  capacity-watershed  ratio  was,  therefor- .  24 
acre-feet  per  square  mile.  Lake  Bridgeport,  with  an  original  capacity 
of  292,000  acre  feet  (exclusive  of  Hood  storage)  and  a  drainage  area 
of  1.0.31  square  miles,  had  a  capacity-watershed  ratio  of  -J7s  acre-feet 
per  square  mile.  Sedimentation  surveys  of  the  two  reservoirs  showed 
that  the  rates  of  sediment  production  from  the  two  drainage  areas 
were  remarkably  close.  Lake  Waco  accumulating  sediment  at  the  rate 
of  0.80  acre-foot  per  square  mile  annually,  and  Bridgeport  Reservoir 
0.77  acre-foot  per  square  mile  annually.  Because  of  the  difference 
in  ratio  of  storage  capacity  to  drainage  area,  however,  Lake  Waco 
lost  3.34  percent  of  its  capacity  annually  (1930-36),  while  Bridgeport 
Reservoir  lost  only  0.27  percent  of  it-  capacity  annually  (  1932-43). 

Figure  9  suggests  that  in  the  Texas-Oklahoma  region  careful  con- 
sideration should  be  given  to  the  >ilting  factor  in  any  reservoir  pro 
jected  with  a  capacity  of  less  than  250  acre-feet  per  square  mile  of 
drainage  area.  There  are  large  parts  of  these  States,  of  course,  in 
which  rates  of  sediment  production  from  drainage  area-  will  not 
exceed  0.5  to  1.0  acre-foot  per  square  mile  annually,  and.  at  such 
rates,  reservoirs  with  ratios  of  100  acre-feet  of  storage  per  square  mile 
of  drainage  area,  or  even  less,  should  have  a  useful  life  in  the  order 
of  75  or  100  years.  Some  areas,  such  as  the  Blacklands,  however, 
have  rates  of  sediment  production  as  high  as  .">  acre-feet  per  square 
mile,  or  more,  annually,  and  thus  require  capacity-watershed  ratios 
of  more  than  250  acre-feet  per  square  mile  to  have  reasonably  long 
lives  under  existing  watershed  condition-. 

In  the  Southeastern  States  it  i--  apparent  that  original  storage 
capacities  of  more  than  7.">  acre-feet  per  square  mile  should  be  obtained, 
on  an  average,  in  order  to  keep  the  expected  rate  of  -iltini_r  reasonably 
low.  Under  average  condition-  of  laud  use  in  the  southern  Piedmont. 
a  sediment  production  of  0.5  to  0.75  acre-foot  per  square  mile  annually 
may  1k>  expected.  Less  than  40  percent  of  land  in  cultivation  tends 
to  reduce  the  rate  below  tin-  range,  whereas  more  than  60  percent 
in  cultivation,  unusually  steep  slopes,  or  extensive  urban  area-,  tend 
in  increase  the  rate. 

A  number  of  well-known  reservoirs  were  designed  with  a  capacity 
in  excess  of  storage  requirements  to  provide  for  loss  by  silting  over 
a  period  of  years.  Lake  Mead,  impounded  l.v  Boulder  Dam  on  the 
Colorado  River,  ha-  5,000,000  to  8,000,000  acre- feet  allotted  for  storage 
of  sediment  out  of  a  total  capacity  of  32,359,274  acre-feet.  Elephant 
Butte  Reservoir,  on  the  Rio  Grande,  was  designed  with  a  capacity  of 
2,638,860  acre-feet,  although  the  maximum  storage  required  to  meet 
anticipated  irrigation  need-  and  to  hold  over  seasonal  run-off  in  most 
years  was  less  than  one-half  of  tin-  amount.    San  Carlos  Reservoir 
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on  the  Gila  River  was  built  with  a  capacity  of  1,247,999  acre-feet, 
although  the  long-term  mean  annual  flow  of  the  Gila  is  only  about 
400,000  acre-feet. 

According  to  Orth  {95),  the  Qued-Fodda  Dam  in  Algeria  was  de- 
signed with  a  surplus  capacity  of  24,300  acre-feet  to  provide  for  silt- 
ing over  a  period  of  60  years,  and  the  new  Puentes  Dam  in  Spain 
with  an  additional  2,430  acre-feet  to  provide  for  silting  during  20 
years.  Sutherland  {115)  states  that  the  Sautet  Dam,  built  for  hydro- 
electric power  on  the  Drac  River,  a  headwater  tributary  of  the  Rbone 
in  France,  has  the  lower  24,000  acre-feet  out  of  a  total  capacity  of 
106,000  acre-feet  reserved  to  provide  for  storage  loss.  It  has  been 
estimated  that  at  the  prevailing  rate  of  deposition  this  will  suffice 
for  100  years.  The  largest  irrigation  reservoir  in  India  (1932), 
created  by  the  Nizanisagar  Dam  on  the  River  Manjra,  contains  94,123 
acre-feet  for  sediment  storage  out  of  a  total  capacity  of  681,813  acre- 
feet,  excluding  flood  storage  (10). 

Appraisal. — When  the  service  requirements  of  a  new  reservoir  call 
for  a  storage  capacity  so  large  that  the  capacity-watershed  ratio  is 
several  hundred  acre-feet  per  square  mile,  no  apprehension  need  be 
felt  over  premature  exhaustion  of  the  reservoir  capacity  by  silting. 
For  example,  the  multiple-purpose  Norris  Reservoir,  built  a  few 
years  ago  by  the  Tennessee  Valley  Authority  on  the  Clinch  River, 
Tenn.,  with  a  capacity  of  2,567,000  acre-feet,  can  store  870  acre-feet 
of  water  for  eacli  of  its  2,950  square  miles  of  drainage  area.  If,  in 
consideration  of  the  fact  that  many  parts  of  the  watershed  have  suf- 
fered severe  erosion,  a  silting  rate  as  high  as  1  acre-foot  per  square 
mile  were  assumed,  the  storage  capacity  would  be  less  than  half 
depleted  in  400  years. 

Most  of  the  reservoirs  in  the  Muskingum  Watershed  Conservancy 
District,  Ohio,  the  Sardis  Reservoir  on  the  Tallahatchie  River,  Miss.. 
the  Wappapello  Reservoir  on  the  St.  Francis  River,  Mo.,  and  other 
similar  large  flood-control  projects  will  not  be  seriously  depleted  by 
silting  for  a  hundred  years. 

If,  on  the  other  hand,  smaller  reservoirs,  similar  to  the  thousands 
already  built  for  water  supply,  recreation,  irrigation,  and  even  power, 
are  being  planned,  and  it  is  found  that  the  ratio  of  storage  to  drain- 
age area  falls  in  the  critical  range  as  indicated  by  figure  9 — that  is, 
if  the  possible  storage  loss  is  in  excess  of  one-half  of  1  percent  an- 
nually— the  engineering  investigation  for  the  project  should  include 
a  thorough  consideration  of  the  silting  problem  and  methods  of  silting 
control. 

Once  a  reliable  estimate  is  made  of  the  rate  of  silting  in  a  proposed 
reservoir,  as  provisionally  designed  on  the  basis  of  service  requirements 
and  probable  run-off,  the  question  of  increasing  its  size,  if  physically 
possible,  to  provide  a  longer  useful  life  is  one  of  economics.  Under 
any  system  of  economics  the  minimum  life  must  be  one  that  will  assure 
continued  functioning  of  the  project  until  it  is  amortized.  The  period 
of  amortization  of  most  reservoir  projects  in  this  country  ranges  from 
20  to  50  years. 

From  the  standpoint  of  reasonable  conservation  of  reservoir  sites, 
it  would  seem  desirable  and  prudent  to  adopt  100  years  as  the  very, 
minimum  useful  life  for  which  any  storage  development  should  be 
planned. 
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O'Brien,  discussing  Stevens'  "The  Silt  Problem"  {113,  p.  265), 
pointed  out  that  if  a  given  reservoir  continues  to  need  the  effective 
storage  capacity  originally  provided  for  it,  the  monetary  damage 
caused  by  silting  should  not  be  computed  from  the  cost  of  the  original 
reservoir,  but  from  the  cost  of  the  necessary  additional  or  replacement 
storage.  As  the  sites  where  storage  can  be  developed  most  econom- 
ically are  utilized  first,  silting  of  replacement  reservoirs  of  equal  ca- 
pacity causes  greater  damage,  and  ultimately  it  may  be  impossible 
io  provide  sufficient  storage  capacity  at  any  cost. 

Evaporation  may  be  a  limiting  factor  in  increasing  the  size  of  irri- 
gation reservoirs  in  the  arid  States.  Tyler,  discussing  a  paper  by 
Taylor  {116,  p.  1717)  commented  on  the  problem  of  providing  a 
capacity  that  will  give  a  reasonably  long  life  without  creating  a  large 
surface  area  from  which  excessive  evaporation  losses  occur.  This 
difficulty  is  more  acute,  he  pointed  out,  where  the  valleys  are  shallow 
and  the  reservoir  volume  is  distributed  horizontally  rather  than  ver- 
tically. In  such  reservoirs  considerable  shoal  water  may  add  very 
little  to  the  available  storage,  but  may  allow  50  to  70  inches  of  water 
loss  annually  in  evaporation.  He  concluded  that  large  capacity  "is 
not  necessarily  a  solution  for  the  silt  problem,  as  it  introduces  another 
problem  quite  as  troublesome." 

RAISING  THE  DAM 

Raising  the  dam  of  an  existing  reservoir,  or  constructing  a  new 
dam  so  that  it  can  be  raised  subsequently,  may  be  thought  of  as  simply 
a  deferred  adjustment  of  capacity  to  watershed  area.  In  most  cases 
of  record,  dams  have  been  raised  to  impound  additional  water  to 
meet  increased  service  requirements;  only  a  few  dams  are  known  to 
have  been  raised  to  offset  silting  losses  (fig.  10) . 


Fn. i  UK  10.— Barretl  i>:uu  on  Bast  Sand]  Creek,  near  Athens,  c,-.\.  Tiii>  small 
power  ivservoir  wns  iiiicd  with  sediment,  ilu-  dam  was  raised,  ami  the  reservoir 
is  n  rw  completely  Oiled  with  Bedlmenl  again,  except  tor  the  stream  channel 
through  iii«'  original  lake  area     The  power  plant  baa  now  been  dismantled 
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Successive  raising  of  the  dam  of  Elephant  Butte  Reservoir  on  the 
Rio  Grande,  ST.  Mex.,  was  one  of  the  schemes  proposed  {102,  p.  880) 
while  the  project  was  still  in  the  planning  stage,  to  prolong  its 
life.  Hill  is  reported  to  have  considered  that  the  useful  service  of 
the  reservoir  could  be  extended  for  300  years,  and  although  this 
would  not  make  the  reservoir  permanent,  the  plan  would  make  it 
feasible  financially  to  meet  the  expense  of  later  storages  higher 
upstream. 

Actually,  the  completion  in  1938  of  the  Caballo  Dam,  about  25  miles 
below  Elephant  Butte,  has  postponed  any  need  for  raising  Elephant 
Butte  Dam  for  many  years.  Caballo  Reservoir,  which  provides  ap- 
proximately 350,000  acre-feet  of  additional  storage  capacity  farther 
down  the  river,  permitted  the  installation  of  a  power  plant  and  release 
of  water  for  power  generation  at  Elephant  Butte  Dam  without  loss 
of  the  water  for  irrigation. 

In  connection  with  the  plans  for  constructing  San  Carlos  Reservoir 
on  the  Gila  River,  the  question  of  raising  the  dam  at  a  later  date  versus 
initial  construction  to  a  higher  elevation  was  considered  by  a  special 
Board  of  Engineer  Officers,  U.  S.  Army  (123,  p.  33).  Based  on  an 
estimated  silting  rate  of  3,750  acre-feet  annually  (subsequently  found 
to  be  underestimated),  the  Board  concluded  that,  with  500,000  acre- 
feet  of  water  storage  required,  a  reservoir  with  a  minimum  capacity 
of  575,000  acre-feet  and  a  dam  168  feet  high  would  be  needed  to  allow 
for  20  years'  accumulation  of  sediment,  this  period  being  the  time 
required  for  amortization  of  the  project.  A  dam  180  feet  high  would 
allow  for  sediment  accumulation  for  55  years,  and  with  additional 
spillway  gates  raising  the  level  5  feet,  for  74  years.  The  difference 
in  first  cost  of  dams  168  and  180  feet  high  was  estimated  to  be 
$210,000. 

The  Board  concluded  that  increasing  the  reservoir  capacity  by 
raising  the  dam  at  a  later  date  "is  the  cheapest  and  easiest  way  of 
handling,  or,  as  Mr.  Davis  has  aptly  said,  of  evading  the  silt  problem." 
The  Board  considered  that  building  the  dam  to  a  greater  height  ini- 
tially than  was  necessary  to  provide  the  required  storage  for  a  longer 
period  than  50  to  75  years  was  objectionable  because  it  would  be  taxing 
the  present  generation,  and  perhaps  tne  next,  in  order  to  permit  later 

fenerations  to  escape  the  cost  of  desilting.  The  Board  admitted  that 
uture  generations  might  receive  value  from  the  project,  but  consid- 
ered it  inadvisable  to  defer  amortization  beyond  the  present  genera- 
tion; therefore,  the  Board  reasoned  that  the  cost  of  silting  control, 
which  would  benefit  only  future  generations,  should  not  be  saddled  on 
the  present  water  users. 

In  an  appendix  to  the  Board's  Report  (123,  p.  147)  Hughes  noted 
logical  engineering  objections  to  deferred  raising  of  the  dam  as  fol- 
lows: (1)  Considering  the  short  period  of  24  years  until  the  lower 
dam  would  need  to  be  raised,  and  the  fact  that  the  construction 
plant  would  be  available  and  a  labor  force  organized  and  experi- 
enced, the  dam  could  probably  be  built  to  full  height,  180  feet,  ini- 
tially, at  an  extra  cost  of  only  two-thirds  of  what  the  addition  would 
cost  at  the  later  date;  (2)  if  the  dam  was  not  of  the  overfall  type, 
the  cost  of  the  rock  excavations  for  spillways  for  the  lower  dam, 
part  of  which  would  be  useless  for  the  higher  dam,  and  the  subse- 
quent cost  of  closing  them  off  to  the  higher  grade  would  amount  to 
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as  much  as  the  cost  of  the  upper  10  feet  of  the  final  dam;  and  (3) 
flooding  rights  to  the  higher  reservoir  level  could  be  as  easily  and 
nearly  as  cheaply  acquired  initially  as  the  lower  one,  whereas  to 
raise  the  line  at  a  later  date  would  doubtless  require  removal  of  roads, 
habitations,  and  other  improvements  in  the  meantime  established  close 
to  the  low-level  reservoir. 

Appraisal. — Engineering-economic  analysis  of  some  reservoir  proj- 
ects probably  would  show  that  it  is  cheaper  to  build  a  substantial 
lower  dam  now.  and  at  intervals  to  raise  it  until  its  ultimate  height 
will  have  given  an  original  capacity  in  such  adjustment  to  sediment 
inflow  that  a  long  useful  life  results.  Where  evaporation  is  a  critical 
factor,  as  noted  by  Tyler,  it  might  be  more  desirable  to  maintain  a 
lesser  storage  capacity  by  periodically  raising  the  dam  than  to  de- 
velop a  large  excess  capacity  initially.  The  arguments  advanced  by 
the  Army  Board  and  Hughes,  as  quoted  in  this  chapter,  are  logical 
ones  to  consider  for  any  new  dam.  It  seems  probable,  however,  that 
in  most  cases  the  more  desirable  alternative  would  be  to  develop  the 
ultimate  capacity  initially. 

The  type  of  construction  of  existing  dams  determines  whether  they 
can  be  raised.  If  additional  capacity  is  required  to  offset  the  loss 
resulting  from  silting  and  the  strength  of  the  dam  and  its  foundation 
permit  a  raise,  the  cost  involved  should  be  compared  with  the  cost  of 
building  a  supplementary  reservoir  elsewhere,  and  of  removing  part 
of  the  sediment  now  in  the  reservoir  by  methods  described  in  suc- 
ceeding chapters. 

Several  types  of  existing  dams  cannot  be  raised  satisfactorily.  One 
of  these  is  the  multiple-dome  dam,  of  which  the  San  Carlos  Dam,  as 
finally  constructed,  is  a  good  example.  Earth-fill  dams  with  low 
side  slopes  require  almost  as  much  material  to  effect  a  significant 
raise  in  elevation  as  was  required  for  the  original  dam. 

The  economic  study  of  proposed  reservoirs  should  compare  the  cost 
of  building  a  dam  of  such  a  type  and  strength  that  it  can  be  raised 
at  a  later  date  with  the  cost  of  building  dams  of  other  types  to  im- 
pound the  ultimate  capacity  today  and  with  the  cost  of  other  methods 
of  sediment  control. 

INSTALLATION  OF  ADEQUATE  OUTLET  WORKS 

Outlet  works  are  any  controls  by  which  water  is  relased  from  a 
reservoir.  Outlet  works  mav  consist  ot"  uatc-  on  a  permanent  spill- 
way, pipes  or  conduits  running  through  the  dam  controlled  by  gates 
or  valves,  or  undersluices  controlled  by  gates  or  curtains  in  front 
of  the  dam.  The  potentialities  of  the  various  methods  for  passing 
sediment  through  or  over  a  dam  should  be  considered  in  the  dam  de 
sign  whenever  reservoir  -ilting  is  likely  to  be  a  problem. 

Spillway  gate-  may  be  designed  to  pass  maximum  flood  flow-,  or 
they  may  be  smaller  and  supplemented  by  emergency  spillways  at 
higher  elevations.  Service  outlets  in  most  dams  are  designed  to  re- 
lease no  more  than  1  or  2  percent  of  the  reservoir's  maximum  storage 
in  1  day.  Somewhat  greater  discharge  capacity,  probably  better 
achieved  by  more  rather  than  Larger  outlets,  may  be  required  to  vent 

density  current-  (see  pp.  85   71).      Much  larger  outlet-  are  needed  for 
510454     43        :{ 
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undersluicing.  Their  total  discharge  capacity  generally  should  be  in 
the  range  of  from  one-third  to  all  of  the  maximum  daily  inflow. 

The  results  of  density  current  investigations  by  the  Soil  Conserva- 
tion Service  have  led  the  Washington  Suburban  Sanitary  Commission, 
Hyattsville,  Md.,  to  install  outlets  for  venting  these  currents  in  a 
new  water-supply  dam  under  construction  (July  1942)  on  the  Pa- 
tuxent  River  near  Brighton,  Md.  These  outlets  consist  of  five 
24-inch  pipes  controlled  by  duplicate  gate  valves  behind  the  face 
of  the  Ambursen  dam.  Three  of  the  pipes  are  just  above  the  original 
stream  bed  level,  and  the  other  two  are  at  higher  elevations.  They 
have  no  connection  with  two  service  outlets,  which  are  of  sufficient 
size  to  release  all  the  flow  required  for  water  supply.  So  far  as 
known  to  the  writer,  this  is  the  first  installation  made  for  the  special 
purpose  of  venting  density  currents. 

Appraisal. — Seldom  can  the  operating  controls  in  existing  dams  be 
modified  to  provide  more  effective  sediment  release  without  great 
trouble  and  expense.  In  the  construction  of  new  dams,  however,  the 
possibilities  of  sediment  removal  by  the  various  methods  described  in 
pages  65-114  should  be  carefully  considered  in  designing  the  outlet 
works. 

Occasionally  a  mere  change  in  the  location  and  design  of  outlets, 
involving  little  excess  cost,  would  provide  for  more  effective  venting 
of  sediment.  Generally,  however,  some  thousands  of  dollars  added 
cost  will  be  involved  in  constructing  outlet  works  specially  designed 
to  provide  for  effective  removal  of  sediment,  either  before  it  has 
settled,  or  by  sluicing  it  or  passing  it  through  with  heavy  discharge. 
Here  again  the  question  involved  is  a  comparison  of  the  cost  today 
of  such  works  as  against  the  benefits  to  be  derived  at  the  end  of  some 
period  of  years. 

CONTROL  OF  SEDIMENT  INFLOW 

Four  principal  methods  have  been  used  to  control  the  inflow  of 
sediment  to  impounding  reservoirs.  These  are  (1)  the  construction 
of  settling  basins,  (2)  the  propagation  of  vegetative  screens,  (3)  the 
location  of  the  reservoir  off  the  main  channel,  and  (4)  the  construc- 
tion of  bypassing  channels  or  conduits.  Such  devices  are  generally 
thought  of  as  being  directly  associated  with,  and  adjacent  to,  the 
reservoir  to  be  protected.  No  exact  line  of  distinction  exists,  how- 
ever, between  settling  basins  or  vegetative  screens  near  the  reservoir, 
installed  for  the  specific  purpose  of  holding  back  part  of  the  sediment 
load,  and  similar  structures  or  practices  established  throughout  the 
drainage  basin  for  the  dual  purpose  of  controlling  accelerated  erosion 
and  inducing  the  deposition  of  erosional  debris  produced  at  higher 
elevations  in  the  watershed.  Settling  basins  and  vegetative  screens 
used  or  adaptable  to  use  near  a  reservoir  are  discussed  in  this  chapter, 
but  similar  types  of  control  measures  developed  at  greater  distances 
from  the  reservoir,  and  having  other  purposes  as  well,  are  mentioned 
under  Watershed  Erosion  Control  (pp.  114-159). 

SETTLING  BASINS 

Settling  basins  (sedimentation  basins,  debris  basins)  may  be  formed 
by  building  dams  or  dikes  across  stream  channels,  across  channels 
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and  flood  plains,  or  .solely  on  flood  plains  if  adjacent  to  channel  di- 
version dams.  Settling  basins  are  usually  placed  at,  or  a  short  dis- 
tance above,  the  head  of  backwater  of  a  reservoir.  The  fundamental 
principle  of  the  settling  basin  is  to  check  the  velocity  of  stream  flow 
and  thereby  cause  the  deposition  of  the  stream's  sediment  load.  A 
small  reduction  in  velocity  is  usually  sufficient  to  induce  deposition  of 
all  coarse  material,  such  as  sand,  gravel,  and  boulders.  On  the  other 
hand,  settlement  of  the  finer  silt  and  clay,  which  generally  constil  iites 
the  major  part  of  the  stream  load,  may  require  the  development  of 
a  true  st  tiling  pool  where  water  is  impounded  for  hours  or  days.  Most 
material  of  silt  size  will  settle  out,  however,  if  the  flow  passes  in  a 
relatively  thin  sheet  at  low  velocity  over  broad  flats,  especially  if  these 
are  densely  vegetated. 

Settling  basins  are  a  very  ancient  device  used  to  remove  sediment 
from  water.  Their  principles  were  well  known  to  the  Romans  who 
were  troubled  with  sediment  in  several  id'  the  water  supplies  broughl 
through  aqueducts  from  distant  springs  and  streams.  Frontinus  in 
his  treatise  on  "The  Water  Supply  of  the  City  of  Rome"  during  the 
reign  of  the  Caesars  (66,  p.  19)  says  : 

Tin'  intake  <>f  New  Anio  is  on  the  Sublacensian  Way,  at  tin-  forty-second  mile 
stone,  in  flic  Simbriunum,  and  from  the  river;  which  Bows  muddy  and  discolored 
even  without  the  effect  of  rainstorms,  because  it  lias  rich  ami  cultivated  lands 
adjoining,  and,  as  a  result,  loose  hanks;  for  this  reason  a  settling  reservoir  was 
built  Upstream  from  the  intake,  so  that  in  it  and  between  the  river  ami  the  con 
iluit  the  water  might  come  to  rest  and  clarify  itself.  Hut  in  spite  of  this  construe 
t  ion  t  he  water  reaches  t  he  city  in  a  discolored  condition,  whenever  t  here  are  heavj 
rains.  The  Hereulanean  Itinok,  which  has  its  source  on  the  same  Way,  at  the 
thirty-eighth  mile-stone,  opposite  the  springs  of  Claudia  and  beyond  the  river  ami 
Hie  highway,  joins  it,  hcini;  of  itself  exceedingly  clear,  hut  losing  the  charm  of  its 
purity  by  admixture. 

Debris  basin  dams  are  usually  constructed  in  the  most  economical 
manner  from  materials  at  hand  such  as  earth,  rock,  and  timber.  As 
permanent  wider  storage  is  not  a  consideration,  the  dam  need  not  be 
impervious.  Occasionally, however,  where  stream  gradients  are  steep, 
and  the  sediment  load  includes  large  quantities  of  gravel  and  boulders, 
nothing  less  substantial  than  reinforced  concrete  will  withstand  the 
tremendous  impact  of  the  debris-laden  water. 

Settling  basins  through   which  the  main  stream  flows  must   have 
spillway  capacities  adequate  to  pass  at  least  ordinary  tloods.     Spill 
ways  are  generally  of  the  overflow  type,  and  may  be  constructed  either 
over  the  olio  ina  I  st  team  channel  or  on  the  valley  side-,  depending  upon 

topographic  conditions  (fig.  11). 
As  the  primary  object  of  a  settling  basin  is  to  store  the  largest  amount 

of  sediment  at  the  Least   possible  cost,  not  only  should  the  dam  be  con 
stnicted  in  the  cheapest  manner  compatible  with  safety,  but   also  the 
land  subject  to  deposition  behind  the  dam  should  be  of  minimum  value. 
Ashe  (I<)\  p.  /,'>)  proposed  for  the  Southern   Appalachian  region  that 
rough  alluvial  lands,  which  had  been  injured  by  gullying  or  by  deposi 

t  ion  of  sand  and  gravel  during  Hoods  should  be  utilized  for  sediments 

tion   basins  to  protect   the  Large   power  reservoirs  until   reforestation 

programs  could  be  effected.    Such  lands  could  be  flooded  by  means  of 

low  and  inexpensive  channel  dams,  he  claims,  and  although  the  deposits 
would  reach  the  top  of  the  dam.  except  in  the  stream  channel,  in  a  few 

years  the  dams  will  hai  e  performed  their  funct  ion  as  desirable  though 
temporary  expedients. 
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Most  settling  basins,  because  their  capacity  is  small  with  relation  to 
inflow,  trap  only  the  coarser  parts  of  the  stream  load.  During  the 
period  of  their  effectiveness  they  may  hold  back  10  to  50  percent  or 
more  of  the  total  sediment  reaching  them.     A  few  basins,  however,  are 


Figure  11. — Lower  Nutria  water-storage  and  sediment-detention  basin  in  the  Zuni 
Reservoir  watershed,  N.  Mex.  Note  the  substantial  spillway  to  the  left,  of  the 
dam. 

relatively  large,  as  those  in  the  Zuni  watershed  in  New  Mexico  (fig.  11) 
and  the  Bennett  Basin  in  Washington  (fig.  12) .  In  these  basins  a  high 
percentage  of  even  the  finest  sediment  has  been  permanently  deposited. 


Ftgube  12. — Bennett  Desilting  Basin  near  Wilsoncreek,  Wash. 

Although  settling  basins,  in  general,  must  be  considered  temporary 
expedients,  in  places  provision  has  been  made  to  excavate  the  deposits 
where  resulting  costs  were  justified  by  the  benefits  of  continued  pro- 
tection, or  where  costs  could  be  defrayed  by  sale  of  the  excavated  sand 
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and  gravel.  If  excavation  is  feasible,  the  effectiveness  of  the  settling 
basin  may,  of  course,  be  prolonged  indefinitely. 

The  most  substantial  and  permanent  type  of  settling  basin  is  repre- 
sented by  those  constructed  above  Gibraltar  Reservoir  near  Santa 
Barbara,  Calif. 

In  1932  and  1933,  forest  fires  swept  over  37  percent  of  the  210  square 
miles  of  steep,  chaparral-covered  slopes  of  the  Upper  Santa  Inez  River 
watershed  above  Gibraltar  Reservoir,  which  impounds  the  water  sup- 
ply for  nearby  Santa  Barbara,  Calif.  This  reservoir  had  a  capacity 
of  14,500  acre-feet  when  built  in  1920.  A  sedimentation  survey  made 
in  1934  revealed  that  sediment  had  accumulated  since  1931  at  an  annual 
rate  of  3.f>  acre-feet  per  square  mile  of  drainage  area  (see  p.  121). 
This  exceptionally  high  rate  clearly  indicated  the  need  for  immediate 
action  to  keep  large  additional  amounts  of  erosional  debris,  derived 


Figure  13.- 


-Sign  erected  at  Mono  Debris  Dam  in  the  Gibraltar  Reservoir 
watershed  near  Santa  Barbara.  Calif. 


from  lire-denuded  slopes,  out  of  the  reservoir.  In  recognition  of  this 
situation,  the  United  States  Forest  Service  constructed  two  debris 
dams  on  tributaries  that  were  yielding  particularly  heavy  sediment,  in 
order  to  retard  the  movement  of  sediment  until  the  vegetal  cover  was 
regenerated  (lig.  13). 

The  Mono  Debris  Dam  (see  cover  illustration)  was  constructed  on 
Mono  Creek,  which  enters  the  Santa  Inez  River  immediately  above 
the  original  head  of  backwater  of  Gibraltar  Reservoir.  Because 
earlier  experiences  in  California  had  shown  that  debris  dam-  were 
subject  to  tremendous  stresses  during  flood  (lows,  it  was  considered 
necessary  to  build  this  dam  of  reinforced  concrete.  It  is  an  Atnbur- 
sen-type  dam,  35  feet  in  height  above  stream  bed,  and  192  feet  long. 
Its  spillway  is  a  center-overflow  type,  L6  feet  in  height  above  the 
original  stream  bed,  and  will  discharge  20,000  second  feel.  The  orig 
mal  water  storage  capacity  hack  of  the  dam  was  4(H)  acre  feet.  In  the 
run-oil  seasons  of  1930  37  and  19;>7  88,  the  basin  was  completely  tilled 
with  dominantly  coarse  sediment.     A  survey   made  in    1938  showed 
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that  the  dam  had  held  back  624  acre-feet  of  sediment,  extending  from 
the  spillway  lip  on  a  gradient  of  0.395  percent  to  a  point  2,785  feet 
upstream  from  the  dam. 

The  Agua  Caliente  Debris  Dam  was  completed  in  1937  on  Agua 
Caliente  Creek,  which  enters  the  Santa  Inez  River  about  3  miles  above 
the  original  head  of  backwater  of  Gibraltar  Reservoir.  It  is  a  single 
arch-type,  concrete  dam,  65  feet  in  height  above  the  original  stream 
bed,  and  240  feet  long.  The  capacity  of  the  center-overflow  spillway  is 
5,000  second-feet.  The  original  water-storage  capacity  of  the  basin 
was  310  acre-feet.  A  survey  in  1938  showed  that  during  the  1937-38 
run-off  season  174  acre-feet  of  sediment  had  accumulated  in  the  basin. 

The  net  amount  of  material  held  back  by  the  two  basins  up  to  1938 
was  799  acre-feet,  which  is  equal  to  5.5  percent  of  the  original  capacity 
of  Gibraltar  Reservoir  or  7.8  percent  of  the  capacity  remaining  in 
1936.  These  dams,  although  their  cost  was  substantial,  made  possible 
within  only  2  years  conservation  of  storage  space  in  the  reservoir 
worth  $49,538  on  the  basis  of  the  original  cost  of  $62  per  acre-foot. 
Their  ultimate  value  will  be  appreciably  greater. 

A  number  of  much  less  elaborate  settling  basins  have  been  built  to 
protect  Lake  Halbert,  city  water  supply  of  Corsicana,  Tex.  (fig.  14). 
This  reservoir  was  constructed  in  1921  on  Elm  Creek,' 3  miles  south- 
east of  Corsicana.  The  earth-fill  dam,  approximately  45  feet  high  and 
2,780  feet  long,  created  a  reservoir  with  an  original  storage  capacity 
of  7,350  acre-feet.  The  gross  drainage  area  above  the  dam  was  11.1 
square  miles,  but  this  included  the  upper  and  lower  Beaton  lakes  con- 
structed on  a  tributary  in  1895  with  an  aggregate  capacity  of  about 


Figure  14.- 


-Lake  Halbert  and  drainage  area  at  Corsicana,  Tex.,  showing  dis- 
tribution of  desilting  basins. 
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128  acre-feet,  and  the  old  Burke  Lake,  the  earliest  unit  of  the  city 
water  supply  system,  which  was  constructed  on  another  arm  about 
1880,  with  a  capacity  of  131  acre-feet. 

The  Lake  Halbert  watershed  lies  within  the  Blackland  Prairie,  and 
is  gently  rolling,  with  slopes  averaging  3  percent.  The  soils  range 
from  black  clay  to  grayish  brown  sandy  loams.  Approximately  75 
percent  of  the  land  is  devoted  to  agriculture,  cotton  and  corn  being 
the  principal  crops.  Severe  sheet  erosion  and  shallow  gullying  are 
common  on  the  agricultural  lands. 

In  1935  and  1036  a  Works  Projects  Administration  project  was 
obtained  by  the  city  to  raise  the  Lake  Halbert  Dam.  The  project  also 
included  raising  Burke  Lake  Dam.  now  known  as  Burke  Neck,  which 
was  thus  made  to  form  a  more  effective  desilting  basin  on  the  north 
arm  of  the  reservoir.  The  Elm  Creek  arm  was  largely  cut  off  by  a 
road  fill,  and  under  the  bridge  section  a  weir  was  built  to  further 
increase  the  desilting  effect.  The  southwest  arm  was  cut  off  at  its 
head  by  a  dam  to  form  another  basin.  Five  desilting  basins  were 
formed  in  the  uncontrolled  drainage  area  by  construction  of  rock- 
fill  and  earth-fill  dams.  These  dams  and  those  on  the  main  arms 
range  in  height  from  4.5  to  9.75  feet  and  in  length  from  39  feel  to  800 
feet.  Their  drainage  areas  range  from  10  to  3,000  acres.  Several 
minor  ponds  above  these  basins  also  trap  sediment.  Except  for  small 
areas  draining  directly  into  the  lake,  the  whole  watershed  is  now 
controlled  by  desilting  basins. 

Reconnaissance  measurements  of  sediment  accumulated  in  all  these 
basins  were  made  in  1942.  By  assuming  thai  the  rate  of  sedimentation 
was  constant  in  the  reservoirs  older  than  Lake  Halbert,  il  was  esti- 
mated that  the  basins  trapped  21  percent  of  the  sediment  production 
of  the  drainage  area  since  1921.  and  that  7!'  percent  had  gone  into  Lake 
Halbert.  The  percentage'  trapped  since  the  additional  basins  were 
constructed  in  1936,  however,  obviously  has  been  much  larger.  The 
estimated  rate  of  sedimentation  in  Lake  Halbert  and  the  desilting 
basins  combined  is  equivalent  to  4.10  acre-feet  of  sediment  production 
per  square  mile  of  drainage  area  annually.  This  is  one  of  the  highesl 
rates  measured  anywhere  in  the  United  States  in  a  drainage  basin  of 
comparable  size. 

The  cost  of  constructing  or  improving  the  8  desilting-basin  dam- 
was  $25,321.  The  original  cost  of  Lake  Halbert,  exclusive  of  engines, 
pumps,  pumphouse,  pipe  lines,  and  Biter  plant,  was  $276,4 15.  Raising 
the  dam  and  constructing  a  road  around  the  reservoir  in  1!':'>.~>  cost  an 
additional  $70,551. 

Road  fills  were  used  to   form  settling  basins  at    Mission  Lake. 
constructed  by  the  city  of  Horton.  Kan-.,  in  L924  as  a  source  of  munic 
ipal  water  supply.     This  reservoir,  located  on  Mission  (reek  0.7  mile 
northeast  of  the  city,  was  shown  by  a  sedimentation   survey   in    1937 
(76')  to  have  lost   15.0  percent  of  its  original  capacity  of  L852  acre  feci 
in  13  years,    [ts  drainage  area  covering  9,984  acres  is  moderately  roll 
ing,  contains  silt   loam   and  gravelly   loam  soils  derived   from  glacial 
till,  and  is  undergoing  moderate  to  severe  sheet  erosion  with  consid 
erable   gullying   near   the    lake.     Seventy  seven    percent    of   the    land 
was  in  cultivation  in    L937,  wheat,  corn,  and  hay  being  the  principal 
crops. 
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In  constructing  roads  around  Mission  Lake,  it  was  necessary  to 
make  fills  across  seven  minor  tributary  arms  (figs.  15  and  16).  The 
culverts  in  these  road  fills  were  set  just  above  spillway  level.     Hence, 


Figure  15. — Map  of  Mission  Lake,  water-supply  reservoir  for  Horton,  Kans.  The 
clashed  lines  show  the  drainage  basins  above  sediment  traps  created  by  road 
fills  around  the  reservoir  basin. 


Figure  16. — Typical  debris  basin  behind  road  fill  at  Mission  Lake,  near  Horton, 

Kans. 


water  is  ponded  for  some  time  before  it  overflows  into  the  reservoir,  and 
most  of  the  sediment  from  these  tributaries  is  deposited  in  the  settling 
basins.    A  total  of  2.32  acre-feet  of  sediment  had  accumulated  in  these 
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settling  basins  at  the  date  of  survey.  The  aggregate  drainage  area  of 
the  basins  is  only  113  acres,  or  1.13  percent  of  the  total  area.  The 
sediment  accumulated  is  0.80  percent  of  the  289  acre-feet  accumulated 
in  the  lake  to  1937.  If  it  were  assumed  that  these  minor  drainage 
areas  had  the  same  rate  of  sediment  production  as  the  entire  drainage 
basin,  these  road-fill  dams  were  effective  in  holding  back  71  percent 
of  the  sediment  output  from  the  controlled  areas. 

Large  sediment-detention  and  water-impounding  dams  have  been 
built  some  miles  upstream  from  Zuni  Reservoir,  which  has  had  a  history 
of  rapid  silting.  This  reservoir,  located  on  Zuni  River  near  Black 
Rock,  N.  Mex.,  was  completed  in  1906  with  an  original  capacity  of 
10,230  acre-feet  at  contour  990  (14,800  acre-feet  at  contour  998.3,  which 
is  the  elevation  of  the  top  of  the  flashboards  that  control  the  present 
spillway  level).  Between  1906  and  1928  silting  reduced  the  capacity 
at  elevation  990  by  94.89  percent  {IKK  />■  1696).  This  excessive  rate 
of  capacity  loss  was  apparently  due,  first,  to  the  small  ratio  of  capacity 
to  inflow,  and,  secondly,  to  severe  erosion  in  the  dominantly  arid 
drainage  basin. 

Attempts  were  made  from  1923  to  1928  to  control  erosion  along  the 
stream  channels  above  the  reservoir  by  check  dams  and  revetments. 
Data  from  silting  surveys  seem  to  indicate  that  these  measures  were 
temporarily  effective  in  reducing  silting,  although  the  reduction  in  the 
rate  of  silting  after  1923,  as  shown  by  the  curve  in  figure  17,  may  be 
in  part  due  to  differences  in  run-off,  to  greater  sediment  losses  over  the 
spillway,  and  to  survey  errors.  In  a  report  on  his  field  examination  of 
the  Zuni  drainage  basin  in  October  1936,  Rittenhouse  notes  that, 
due  to  inadequate  maintenance,  a  large  portion  of  these  structures  had 


IOO 


HO 


M> 


.'II 


1905 


On.)    mi 

capacity, 

4,  800  acr 

e-feet  (  ele 

998  3) 

nd  desilting 
July  1931 

/           w 

olectiue  meas 
atershed  begu 

^■v^,  Sluice 
ope 

jre  on 
n  1923 

gale  installed  c 
ations  begun  , 

Woter 

Sedimen! 

mi' 


n.v 


1925 
Year 


1930 


1935 


..; 


1945 


Figure  it.  Curve  showing  silting  In  Zuni  Reservoir,  near  Black  Rock,  v  M<\ 
Note  Battening  of  curve  after  1921,  attributed  to  protective  measures  In  the 
drainage  .urn,  and  Increase  of  capacity  after  1931,  due  to  clulcing  operations 
i  After  Stevens.) 
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Figure  18. — The  drainage  basin  of  Zuni  Reservoir  and  watershed,  McKinley  and 
Valencia  Counties,  N.  Mex.,  showing  the  location  of  debris  and  detention  dams. 

been  completely  or  partially  destroyed.11  In  their  place  five  sizable 
storage  and  sediment  detention  dams  have  been  built  above  the  reservoir 
in  an  effort  to  supplement  the  water  supply  and  control  silting  in  Zuni 
Reservoir  below  (fig.  18). 

The  upper  or  No.  3  Nutria  detention  dam  was  completed  in  December 
1934  on  the  Eio  Nutria  about  3  miles  above  the  lower  Nutria  Dam.  It 
is  approximately  one-half  mile  long  and  16  feet  high  and  is  con- 
structed of  earth.     Its  original  capacity  was  about  1,500  acre-feet,  but 
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by  1940  silting  had  reduced  the  capacity  to  1,067  acre-feet.  The  spill- 
way is  located  between  a  bedrock  knoll  and  the  west  side  of  the  valley. 
A  sluice  gate  near  the  west  end  of  the  dam  releases  water  into  a  ditch 
that  carries  it  back  to  the  original  arroyo  some  distance  below.  The 
Nutria  No.  4  dam  Avas  built  on  a  side  tributary  near  the  No.  3  dam  in 
1938,  and  a  canal  was  dug  connecting  the  new  reservoir  which  has  a 
capacity  of  878  acre-feet  with  the  older  basin,  so  that  the  two  now 
function  as  one. 

Unquestionably  the  main  detention  dams  have  been  effective  in 
stopping  and  storing  most  of  the  sediment  load  delivered  from  the 
drainage  areas  above.  Two  valuable  lessons  may  be  derived  from  the 
history  of  these  dams.  One  is  that  maintenance  must  be  provided  in 
order  to  keep  outlet  works  from  clogging,  and  the  other  is  that  over- 
flow waters  must  be  returned  to  the  original  channel  bed  over  non- 
erodible  slopes  or  structures.  Otherwise,  the  amount  of  material 
eroded  by  the  desilted  waters  may  almost,  or  possibly  more  than,  equal 
the  amount  of  material  caught  by  the  dam. 

Soil  erosion  is  usually  considered  to  be  negligible  in  England,  hut 
even  there,  according  to  Rodwell  (103,  pp.  3D  -378),  "catch-pits"  or 
"i  lebris-lodges"  are  employed  in  the  control  of  reservoir  silting.  Such 
settling  basins  must  be  constantly  inspected,  however,  by  the  "water 
bailiff''  or  his  staff,  particularly  dining  or  after  periods  of  heavy 
rain,  or  following  the  occurrence  of  a  sudden  thaw,  when  masses 
of  debris  must  be  removed.  Rodwell  recommends  (1)  the  installa- 
tion of  a  diaw-off  pipe,  (2)  provision  for  easy  access  to  each  catch 
pit  by  cart  or  truck  to  facilitate  removal  of  debris,  and  (3)  construc- 
tion of  the  overflow  weir  at  an  acute  angle  to  the  direction  of  stream 
flow,  not  "square-on" — as  is  the  more  common  practice.  According 
to  Rodwell,  this  plan  permits  a  longer  weir,  affords  an  easier  ap- 
proach— particularly  in  the  case  of  a  narrow  valley — to  the  catch 
pit,  and  results  in  stones  and  boulders  being  carried  by  their  own 
momentum  well  forward  to  the  end  of  the  pit  where  they  are  the 
more  easily  removable. 

Various  types  of  settling  basins  built  for  purposes  other  than  pro- 
tection of  reservoirs  illustrate  principles  and  designs  that  might  well 
be  applied  to  reservoir-silting  control. 

The  Bennett  irrigation  and  silting  basin  located  near  Wilsoncreek, 
Wash.,  was  constructed  to  provide  Soodwater  irrigation  and  to  cause 
'  the  deposition  of  a  fertile  silt  on  the  valley  soils  (71).  The  basin  is 
formed  by  the  Nile  Valley  Dam,  an  earth-fill  structure,  having  a 
maximum  height  of  30  feet  and  a  length  across  the  valley  of  925 
feet.  A  concrete  conduit  with  arched  roof  and  vertical  sides.  S  feet 
wide,  8  feet  high,  and  It;  feet  long,  was  built  into  the  base  o(  the 
dam.  Water  released  through  it  i^  com  rolled  l>v  a  wooden  gate 
that  can  be  raised  or  lowered  from  the  top  of  the  .lain  (fie-.  L2).  This 
basin  covered  :u:>  acres  and  had  a  storage  capacity  of  2,908  acre  fe<  I 
at  crest  stage  when  completed  in  L918.  Since  that  date  floodwati  rs 
have  been  sufficient  for  nearly  complete  inundation  each  season  except 
two.  Water  is  usually  impounded  for  about  'J  weeks  and  is  rather 
thoroughly  desilted  by  the  time  it  is  released. 

In  addition  to  conserving  water,  which  permits  the  harvesting  of 

two  or  three  crops  of  alfalfa,  seasonally,  and  more  lhan  doubles  the 
wheat   yield   per  acre   for  this  region,  the  basin  caughl    170  acre  feel 
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of  sediment  up  to  1936.  The  sediment  had  an  average  thickness  of 
about  1.4  feet,  or  1.8  feet  on  the  parts  of  the  basin  used  for  crop- 
land. The  fertility  of  the  sediment  is  markedly  above  that  of  soils 
of  the  surrounding  drainage  area  as  shown  by  both  chemical  tests 
and  pot  cultures. 

Winsor  (137)  has  described  debris  barriers  or  basins  constructed 
since  1922  for  flood  control  in  Utah.  Most  of  these  basins  are  located 
on  alluvial  fans  below  the  mouths  of  mountain  canyons  and  were  built 
mainly  to  protect  towns  and  agricultural  lands  of  the  Salt  Lake 
Valley  region  and  adjacent  parts  of  Utah  from  damage  by  debris 
deposition. 

Figure  19,  reproduced  from  Winsor's  publication,  shows  the  prin- 
cipal features  of  the  type  of  settling  basin  most  commonly  constructed 
in  Utah.  The  main  conclusions  drawn  by  Winsor  from  experiences 
in  this  State  can  be  summarized  as  follows : 

(1)  The  main  dam  at  the  lower  end  of  the  basin  must  be  high  enough  to  pre- 
vent overtopping  by  any  flood. 

(2)  It  is  often  more  economical  to  build  the  dam  initially  to  only  .sufficient 
height  to  provide  for  the  first  year's  flood  and  to  raise  it  after  each  period  of 
significant  deposition  to  a  height  sufficient  to  maintain  a  freeboard  of  3  to  5 
feet. 

(3)  The  main  dam  and  any  side  dikes  should  be  built  initially  out  of  what- 
ever material  is  available  at  the  site. 

(4)  After  the  first,  period  of  deposition,  the  debris  deposited  in  the  basin 
should  be  utilized  insofar  as  possible  for  raising  the  dam  and  side  dikes,  thus 
increasing  the  capacity  of  the  basin. 

(5)  By  means  of  diagonal  barriers  in  the  basin  and  intake  channel,  the 
floods  may  be  diverted  to  first  one  side  and  then  the  other  side  of  the  basin 
so  that  their  load  may  be  deposited  either  uniformly,  if  this  is  desired,  or  in 
places  easily  accessible  for  its  excavation  as  construction  material. 

(6)  Diversion  barriers  within  the  basin  may  be  constructed  of  trees  and 
brush,  of  posts  to  which  wire  screen  is  attached,  or  of  posts  interwoven  with 
willows  and  brush. 

(7)  The  spillway  in  the  main  darn  must  be  of  sufficient  capacity  to  pass  the 
maximum  flood  flows. 

(8)  The  spillway  may  be  built  of  rubble  masonry,  concrete,  rock-filled  cribs, 
boulder  mattresses  encased  in  wire  netting,  or  other  similar  materials. 

(9)  The  elevation  of  the  floor  of  the  spillway  should  be  such  that  a  stilling 
poo]  will  be  formed  above  it  to  induce  deposition  of  the  fine  debris. 

(10)  The  best  design  for  a  spillway  is  bowl-shaped  with  the  crest  in  a  semi- 
circle and  with  the  downstream  wing  walls  bent  into  the  arch  of  the  crest, 
so  that  there  is  no  marked  line  where  crest  or  floor  ends  and  wall  begins;  con- 
struction of  this  type  is  relatively  stable  and  may  be  safely  built  upon  founda- 
tions generally  considered  insecure  for  masonry.  Winsor  {137,  pp.  8-13)  gives 
details  of  the  design  and  construction  of  spillways. 

Two  debris  basins  near  Nephi,  Utah,  cost  about  $3,150,  all  of  which 
was  for  labor  except  $50.  A  debris  barrier  built  across  Salt  Creek 
Canyon  at  the  upper  edge  of  Fillmore,  Utah,  cost  $1,500,  most  of 
which  went  for  labor.  A  barrier  constructed  on  Perry  Creek  cost 
$2,200.  A  debris  basin  flood-control  system  on  Pleasant  Creek  at 
Mt.  Pleasant,  Utah,  cost  $8,000,  90  percent  of  which  was  for  labor. 
The  histories  of  these  and  other  projects  are  given  by  Winsor  (137). 

In  Los  Angeles,  Calif.,  and  environs,  16  debris  basins  were  con- 
structed between  1934  and  1937  by  the  Los  Angeles  County  Flood 
Control  District  and  the  United  States  Army  Engineers.  Most  of 
these  basins  were  excavated  in  alluvium  near  the  apexes  of  alluvial 
fans,  and  were  designed  to  intercept  the  large  volumes  of  coarse 
erosional  debris  that  are  carried  out  of  small  drainage  areas  on  the 
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excessively  steep  mountain  fronts  during  flood  run-off.  The  basins 
were  considered,  at  the  time  of  construction,  to  be  emergency  measures 
for  the  protection  of  the  urban  areas  below  until  the  mountain  water- 
sheds, largely  denuded  of  their  plant  cover  by  recent  fires,  could  be 
revegetated. 


Figure  20. — Dunsmuir  Debris  Basin  constructed  by  tbe  Los  Angeles  County 
Flood  Control  District  in  the  foothills  of  the  San  Gabriel  Mountains  above  La 
Canada  Valley :  A,  debris  basin  on  January  6,  1937 ;  B,  debris  basin  completely 
filled  with  sediment  shortly  after  the  flood  of  March  2,  J938.  (Photo  of  figure 
20,A  by  Los  Angeles  County  Flood  Control  District. ) 

During  the  flood  of  March  2, 1938,  these  basins  held  back  from  12,000 
to  150,000  cubic  yards  of  debris  each,  or  a  total  of  689,000  cubic  yards 
that  otherwise  would  have  been  carried  down  to  lower  areas  (fig.  20, 
A  and  B).     The  original  cost  of  the  16  basins  was  approximately 
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$1,500,000.  After  the  1938  flood,  an  amount  of  debris  approximately 
equal  to  that  deposited  during  the  flood  was  excavated  from  the  basins 
at  an  average  cost  of  about  $0.30  per  cubic  yard.  Excavation  was  done 
by  power  shovel  and  trucks,  which  hauled  the  debris  to  the  closest 
dumping  areas,  in  most  cases  a  fraction  of  a  mile  away. 

Since  the  passage  of  the  California  Debris  Act  in  1*93.  which  pro 
hibited  the  sluicing  of  hydraulic  mining  debris  into  natural  stream 
channels,  numerous  relatively  small  dams  have  been  limit  to  create 
settling  basins  for  the  storage  of  mining  debris.  Four  major  con- 
crete debris  storage  dams  on  the  Yuba,  Bear,  and  American  Rivers 
were  authorized  by  Congress  at  an  estimated  cost  of  $6,945,000  in  1935 
as  an  aid  to  the  resumption  of  hydraulic  mining  ( 13). 

Settling  basins  have  been  used  in  many  parts  of  the  country  tn 
protect  drainage  ditches  and  irrigation  canals  against  excessive 
silting. 

An  example  of  this  type  of  basin  from  Doniphan  County.  Kansas. 
has  been  described  {20).  In  June  1917  erosional  debris  carried  by 
heavy  storm  run-off  out  of  the  Chase  Creek  watershed  (fig.  21 )  caused 
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severe  damage  to  drainage  ditches  and  farm  land  in  the  Missouri 
River  bottoms.  This  led  to  organization  of  a  drainage  district  and 
construction  of  a  debris  basin  at  the  mouth  of  Chase  Creek. 

The  "old  debris  basin,"  as  it  is  titled  in  figure  21,  covered  26.6 
acres  and  was  enclosed  by  a  dike  6  feet  high.  Between  1920,  when 
the  basin  was  completed,  and  1930  it  was  filled  with  sediment  to  an 
average  depth  of  5  feet,  or  by  a  volume  of  135.6  acre-feet,  all  from 
the  1,011-acre  Chase  Creek  watershed.  A  "new  debris  basin,"  which 
was  still  functioning  in  1937,  was  then  constructed  on  the  west  side 
of  the  mouth  of  the  creek.  The  old  basin  has  been  used  for  farm- 
ing both  before  and  since  its  abandonment.  Corn  yields  of  65  to  80 
bushels  per  acre  have  been  obtained  in  most  years  compared  with 
about  40  bushels  per  acre  on  adjacent  alluvial  land. 

The  rental  cost  of  land  in  the  basins  from  1920  to  1937  amounted 
to  $12.70  per  acre  of  drainage  area  contributing  to  them.  The  cost 
of  a  complete  erosion-control  program  with  adequate  maintenance 
would  have  been  less,  judging  from  programs  completed  in  similar 
drainage  areas  in  this  region.    A  conservation  program  not  only 
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Figuek  22. — Hill  Creek  Desilting  Basin  beside  a  drainage  ditch  near  Herman, 

Nebr.     (After  Towl.) 

would  have  accomplished  substantially  the  same  result  in  the  bottom 
lands,  but  would  also  have  sustained  productivity  of  the  1,011  acres  in 
the  drainage  area  by  prevention  of  most  of  the  soil  loss  of  24.5  tons 
per  acre  during  this  period. 

Towl  (120,  pp.  343-344),  who  has  described  the  settling  basins 
constructed  since  1915  by  various  drainage  districts  in  Nebraska,  Iowa, 
and  Missouri,  expressed  the  opinion  that  settling  basins  need  not  be 
designed  with  spillways  and  outlet  structures  to  impound  water,  but 
need  be  only  broad  flats  where  the  flow  is  forced  to  spread  and  lose 
velocity.  If,  however,  the  stream  has  a  watershed  of  10  square  miles 
or  more,  a  pick-up  ditch  or  lateral  should  be  provided  at  least  one- 
quarter  mile  away  from  the  point  of  inflow.  In  this  distance,  Towl 
believes,  all  silt  that  would  deposit  in  a  drainage  ditch  will  have  been 
deposited  in  such  a  spreading  basin.  Figure  22  illustrates  his  theory 
as  applied  in  the  Hill  Creek  basin  at  Herman,  Nebr. 

Towl  also  makes  the  point  that  such  basins  may  be  cultivated  dur- 
ing the  time  they  are  functioning,  if  the  farmer  is  willing  to  take  the 
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risk  of  inundation  of  the  crop.  They  are  often  considered  especially 
valuable  after  they  have  filled  with  deposits.  The  raised  land  surface 
of  these  basins  is  not  only  flood  free,  but  the  newly  made  soil  may  be 
exceptionally  productive  with  proper  husbandry.  This  was  exactly 
the  situation  thai  developed  in  the  Doniphan  County  basin.  Ashe 
(16,  pp.  15-16)  also  advocated  the  use  of  settling  basins  for  farm 
land  after  they  had  served  their  original  purpose. 

Fixed  mechanical  or  hydraulic  devices  for  removing  and  automati- 
cally disposing  of  the  sediment  have  been  used  in  conjunction  with 
several  types  of  settling  basins.  Such  devices  require,  however,  either 
that  the  reservoir  be  located  off  the  main  channel  so  that  the  material 
removed  can  be  sluiced  back  into  the  stream,  or  that  sediment  dis- 
posal canals  or  conduits  be  constructed  around  or  under  the  reservoir. 
Basins  involving  these  special  features  are  described  on  pages  51-64. 

Appraisal. — .Settling  basins  generally  cost  more  per  unit  of  storage 
than  the  reservoirs  they  protect.  Therefore,  in  most  cases,  it  would 
seem  unwise  to  adopt  a  plan  of  using  settling  basins  as  a  primary 
method  of  silting  control  at  the  time  a  new  reservoir  is  built.  Ordi- 
narily a  much  Larger  volume  of  sediment  storage  could  be  obtained 
at  a  lower  cost  by  raising  the  reservoir  dam  a  few  feet.  Specific  excep- 
tions are  numerous,  however:  (1)  Physical  conditions  may  prevent 
building  a  higher  dam.  (2)  Topographic  condition-  and  the  supply 
of  local  construction  materials  may  be  favorable  for  the  development 
of  settling  basins  at  unusually  low  cost  compared  with  increasing 
the  size  of  watertight  impounding  dams.  (3)  Road  fills,  required  for 
other  purposes,  often  may  be  utilized  as  settling  basins  at  small  addi- 
tional cost.  (4)  The  commercial  sale  of  sand  and  gravel  may  more 
than  pay  for  the  cost  of  construction  and  maintenance  of  settling 
basins.  (5)  Under  some  conditions  the  land  can  be  sold  for  farming 
after  being  built  up.  Hi)  Often  it  is  desirable  to  hold  back  sediment 
from  a  new  reservoir  while  a  program  of  erosion  control  on  the  water- 
shed  is  being  developed. 

The  feasibility  of  settling  basins  by  no  means  should  be  overlooked 
in  planning  the  protection  of  a  new  reservoir. 

The  problem  is  often  different  after  the  reservoir  has  been  built. 
If  a  silting  investigation  discloses  a  high  rate  of  storage  lost,  imme- 
diate protection  may  l»e  essential.  Other  methods  of  sediment  con- 
trol, such  as  the  installation  of  sluicing  gate-  or  the  purchase  of 
dredging  equipment,  may  be  found  to  he  too  costly.  Still  other 
methods  may  not  become  effective  as  rapidly  as  accessary.  If  an 
abrupt  change  in  watershed  condition-  i-  caused  by  fire,  hydraulic 
mining,  or  construction  activities,  which  cause  an  unusual  amount  of 

debris  to  enter  the  streams,  debris  basins  may  lu>  needed  until  condi 

tions  can  be  stabilized. 

When  locating  and  constructing  debris  dam-,  the  possibility  o| 
raising  the  main  reservoir  dam  at  some  future  date  musl  be  kept 
in  mind.  The  maximum  level  to  which  the  main  dam  might  be 
raised  should  be  ascertained  and  settling  basins  should  be  placed  far 

enough  upstream,  if  possible,  to  be  above  tin-  Level.  Otherwise,  the 
effect  of  withholding  debris  from  the  present  reservoir  area  will  W 
entirety    lost    when  the  future  water  level  will  be  above  the  elevation 

of  the  debris  barriers. 
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Where  roads  have  been  constructed  around  a  reservoir,  or  where 
embankments  or  dams  of  any  kind  already  exist  above  a  reservoir, 
these  fills  should  be  investigated  as  possible  barriers  behind  which 
sediment  can  be  trapped  and  stored  cheaply.  Where  use  of  such 
barriers  entails  little  additional  cost,  or  where  the  basins  could  be 
paid  for  by  the  agricultural  value  of  made  land,  or  by  sale  of  mate- 
rial removed  from  the  basin,  it  would  appear  worthwhile  to  develop 
them  in  addition  to,  or  regardless  of,  other  measures  of  sedimentation 
control. 

From  a  long-range  point  of  view,  settling  basins  must  be  considered 
as  purely  temporary  expedients,  useful  principally  to  control  the 
movement  of  sediment  into  the  reservoir  until  some  better  and  more 
permanent  means  of  silting  control  can  be  effected.  The  cost  of  debris 
basins  may  be  based,  however,  on  the  value  of  the  deferred  cost  of 
replacing  the  useful  storage  that  they  will  conserve,  plus  any  values 
created  by  the  basin,  rather  than  on  the  original  cost  value  of  the 
existing  storage. 

VEGETATIVE  SCREENS 

Vegetative  screen  is  a  term  used  here  to  mean  a  dense  growth  of 
vegetation  through  which  sediment-laden  water  must  flow  to  enter 
a  reservoir.  The  purpose,  as  well  as  the  effect  of  such  screens  is  to 
diffuse  or  spread  the  flow  of  water,  reduce  its  velocity,  and  cause  the 
sediment  to  deposit  around  and  between  the  plants.  To  make  an  effec- 
tive screen  the  vegetation  usually  must  cover  the  original  channel  area, 
as  well  as  the  flood  plain  of  the  inflowing  stream,  but  if  the  channel 
is  so  small  that  above-normal  flows  are  forced  overbank  then  vegeta- 
tion on  the  flood  plain  alone  may  be  sufficient.  The  vegetation  best 
adapted  for  this  purpose  would  be  (1)  deep  rooted  to  prevent  its  being 
scoured  out  if  swift  currents  develop,  (2)  small  stemmed  with  plants 
capable  of  growing  very  close  together,  (3)  tough  and  fibrous  rather 
thai)  brittle.  (4)  low-growing  with  foliage  preferably  reaching  to  the 
ground  level,  (5)  resistant  to  drought  and  inundation,  and  (6)  non- 
palatable  1<>  stock. 

The  best  known  example  of  a  vegetative  screen  in  this  country  is 
the  growth  of  tamarisk  ( saltcedar)12  along  the  Pecos  River  above  Lake 
McMillan,  north  of  Carlsbad,  N.  Mex.  The  original  Lake  McMillan 
dam  was  completed  in  1894  by  the  Pecos  Irrigation  District,  and  im- 
pounded a  reservoir  having  a  capacity  of  approximately  32,500  acre- 
feet  at  spillway  elevation  3,258.9  feet.  After  the  dam  was  breached  by 
floods  in  1906,  the  irrigation  project,  including  Lake  McMillan,  was 
taken  over  by  the  United  States  Bureau  of  Reclamation,  and  the  spill- 
way elevation  has  since  been  changed  several  times.  At  its  present 
elevation  the  original  capacity  would  have  been  about  90,000  acre-feet. 
Figure  23,  modified  from  Stevens'  figure  (113,  p.  212),  shows  the 
progressive  storage  capacity  loss  by  silting.  The  significant  feature 
of  the  curve  is  the  decided  flattening  after  1915.  This  has  been  ex- 
plained by  Walter  (116,  pp.  1721-1725)  as  a  result  of  dense  and  ex- 
tensive growths  of  tamarisk  at  the  upper  end  of  the  lake,  which  have 

12  The  tamarisk  now  growing  wild  in  valleys  of  the  West  probably  includes  both  Tamarix 
gallica  and  T.  parviflora,  but  other  species  only  rarely,  if  at  all. 
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caused  a  spreading  of  the  river  How  above  the  reservoir,  resulting  in 
velocity  reduction  and  sediment  deposition  at  the  upper  end  of  tin- 
lake.  The  silting  problem,  which  was  once  considered  serious  at  Lake 
McMillan,  has  been  materially  Lessened  by  the  accidental  introduction 
of  this  foreign  evergreen  shrub  or  small  tree. 

Tamarisk  was  originally  a  native  of  the  Mediterranean  region-. 
Western  Asia,  and  India.  Its  somewhat  showy  pink  and  white  flowers 
present  an  attractive  appearance  during  the  blooming  period,  and  for 
this  reason  it  was  brought  into  this  country  for  use  as  an  ornamental 
shade  tree.  Tamarisk  trees  were  planted  in  the  Pecos  River  Valley 
many  year-  before  they  appeared  near  Lake  McMillan.  According  to 
Walter,  a  clump  of  rather  large  tree-  was  growing  along  the  river  east 
of  Roswell,  about  60  miles  above  Lake  McMillan,  some  time  prior  to 
1912.  when  the  first  tree  was  noticed  at  the  upper  end  of  the  reservoir. 
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I  e  23. — Curve  showing  silting  in  Lake  McMillan  on  the  Pecos  River,  near 
Carlsbad,  N.  Mes  Flattening  of  the  curve  after  1915  is  attributed  to  the  efleel 
of  tamarisk  growth  In  r Ik-  valley  above  the  head  of  tin-  reservoir.  (After 
Stevena  i 

The  entire  upper  end  of  the  reservoir,  except  for  a  few  narrow  chan- 
nels, bas  been  covered  with  a  dense  growth  of  tamarisk  for  the  past 
20  years  (a  comparable  growth  in  the  Rio  Grande  Valley  is  shown  in 
fig.  24).  The  tamarisk  growth  now  extends  several  miles  upstream 
above  the  original  head  of  backwater,  and  cover-  most  of  the  mile- 
\\  ide  flood  plain. 

When  water  stands  around  the  plants  for  more  than  a  week  they 
usually  die.  but  revegetation  begins  immediately  after  the  water 
drain-  away.  In  many  places  the  growth  i-  so  dense  as  to  be  almost 
impenetrable.  The  plant-  range  in  beighl  from  more  than  20  feet 
down  to  one  foot  or  less,  and  in  diameter  from  the  size  of  a  pencil  to 
ti  or  s  inches.  This  dense  growth,  together  with  the  dead  brush  and 
litter,  bas  caused  deposition  of  5  feet  or  more  of  sediment  at  the  upper 
end  of  t  he  lake  and  upv  alley. 
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Figuee  24. — Typical  dense  growth  of  tamarisk  in  the  Middle  Rio  Grande  Valley 

near  Bernardo,  N.  Mex. 

Walter  (116,  pp.  1721-1725)  has  reported  that  during  the  summer 
of  1926  the  Middle  Rio  Grande  Conservancy  District  planted  some  of 
the  Lake  McMillan  tamarisk  in  the  Rio  Puerco  Valley  above  Socorro, 
N.  Mex.,  in  an  attempt  to  solve  the  sedimentation  problem  of  the  lower 
Middle  Rio  Grande  Valley.  Some  of  the  plants  were  alive  in  the  fall 
of  1927  and  bore  seed  pods,  but  the  pods  contained  no  seed.  Tamarisk 
trees,  30  feet  high,  are  growing  in  Albuquerque,  N.  Mex.,  but,  accord- 
ing to  Walter,  have  never  been  known  to  produce  seed.  However, 
reproduction  by  seed  takes  place  farther  down  the  Rio  Grande,  in  the 
vicinity  of  El  Paso,  Tex.  Seedlings  do  not  produce  seed  until  about 
the  third  year.  These  observations  indicate  that  soil  or  climatic  con- 
ditions probably  have  a  decided  effect  upon  reproduction  of  tamarisk 
by  seeding. 

Taylor  (117,  pp.  149-150)  reported  in  1930  that  a  thick  growth  of 
tamarisk  about  3  years  old,  with  plants  ranging  from  18  inches  to  7 
feet  tall  and  up  to  3  inches  thick,  was  spreading  rapidly  on  a  flat  2 
miles  long  by  1  mile  wide  at  the  uper  end  of  Lake  Kemp  in  Wichita 
County,  Tex.  Growth  was  beginning  in  other  shallow  areas  all 
around  the  lake.  While  heavy  silting  was  taking  place  at  the  head 
of  the  lake,  the  water  was  relatively  clear  after  passing  through  the 
vegetated  area.  Little  silting  was  reported  more  than  3  miles  below 
the  head  of  the  lake. 

Taylor  pointed  out  that  tamarisk  may  cause  considerable  trouble 
when  it  spreads  to  irrigation  canals  and  that  "perpetual  care  and 
watchfulness  will  have  to  be  maintained  to  prevent  clogging  of  the 
canals  and  a  consequent  reduction  in  the  carrying  capacity." 

Bennett  (22,  p.  5\7)  has  noted  that  it  is  frequently  possible  to  con- 
trol or  minimize  silting  in  small  ponds  by  establishing  a  grass  filter 
immediately  above  them.     This  has  been  accomplished  successfully 
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121  the  Southwest  by  excluding  stock  from  a  suitable  segment  of  land 
across  the  drainage  depression  a  short  distance  above  the  pond. 

Sedimentation  has  also  been  induced  in  various  parts  of  the  world. 
notably  the  Federated  Malay  States  and  Burma,  l>y  constructing  train- 
ing fences  of  poles  across  flood  plains  subject  to  frequent  overflow 
i  'J-',  pp.  107-100).  These  fences  reduce  the  current  velocity  ami  cause 
deposition.  They  may  be  an  effective  aid  in  the  establishment  of 
vegetative  screens. 

Appraisal. — Vegetative  screens  are  unquestionably  effective  in  re- 
ducing the  rate  of  silting  of  reservoirs  if  flood  water-  are  forced  to 
pass  through  them  before  entering  the  lake.  Their  use  in  any  particu- 
lar locality  depends  on  (1)  the  availability  of  extensive  area-,  gen- 
erally flood  plains,  of  relatively  cheap  or  worthless  land,  on  which 
vegetation  can  be  planted.  (2)  health  and  other  hazards  that  might 
be  created  by  almost  impenetrable  trait-  of  swampy  land,  and  (3)  the 
discovery  or  adaptation  of  plant  species,  such  as  varieties  of  fast- 
spreading  shrubs,  that  will  meet  the  requirements  of  effective  screen- 
ing, will  withstand  the  usually  harmful  effects  of  mud  and  water,  and 
are  suited  to  the  climate. 

Thus  far  no  vegetative  screens  comparable  with  those  of  tamarisk 
have  been  described.  It  i-  known,  however,  that  in  the  southeastern 
United  State-  densely  growing  willow  shoots,  supplemented  by  other 
types  of  water-loving  tree-  and  shrubs,  do  have  an  effect  on  inducing 
deposition  in  valleys  above  the  heads  of  reservoir-.  An  important  field 
of  botanical  research  exists  here  in  discovering  useful  species.  Until 
such  research  i>  conducted  it  would  seem  advisable,  in  locations  where 
valley  flats  above  a  reservoir  may  be  available,  to  consider  planting 
those  types  of  native  vegetation  that  most  nearly  fulfil  the  require- 
ments of  being  deep  rooted,  of  having  thin,  flexible  stem-  and  low- 
growing  foliage,  and  of  spreading  rapidly. 

If  channels  are  deep  and  not  easily  vegetated  it  may  be  desirable  to 
construct  a  dam  or  dams  up  to  bank  height  in  order  to  force  flood 
flows  out  over  the  flood  plains  and  through  the  vegetation. 

Vegetative  screens  l>rin;_r  up  the  same  problem  as  do  settling  basins 
with  respect  to  future  raising  of  the  dam.  If  all  sediment  deposited 
in  an  area  of  vegetation  immediately  above  an  existing  reservoir  i- 
within  the  -toiage  area  of  an  enlarged  reservoir,  then  the  preservation 
of  present  Storage  would  mean  only  a  loss  of  future  storage.  Another 
caution  to  lie  observed  is  that  propagated  vegetation  i>  not  of  a  type 
whose  spread  to  other  developments,  such  as  canals  or  farm  land-. 
would  be  del  riineiital  to  their  u-e  and  maintenance. 

OFF-CHANNEL  RESFRVOII^ 

An  oil -channel  reservoir  i-  considered  here  a-  a  reservoir  that  is  de- 
veloped in  any  location  other  than  on  the  stream  that  i<  the  principal 
source  of  water  supply  for  that  reservoir.  In  regions  of  well-developed 
drainage,  off -channel  reservoirs  are  sometimes  con -true  ted  on  tributary 
-tii  am-  above  their  junction  with  the  main  stream.  In  arid  regions 
i hey  are  Frequently  developed  in  broad  valley  flats,  bolsons,  or  -wales 
that  receive  little  or  no  natural  drainage.  ()ll-channcl  re.-ervoir-  are 
filled  with  water  through  canals  or  conduit-  leading  from  a  diversion 
dam  on  a  main  stream. 
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Off -channel  reservoirs  are  useful  for  silting  control  only  where  the 
entire  flow  of  the  main  stream  cannot,  or  does  not  need  to  be  stored. 
In  the  Western  States  that  have  laws  governing  the  priority  of  water 
rights,  often  only  a  portion  of  the  total  steam  flow  can  be  stored  in  any 
reservoir.  Even  if  rights  permit  storage  of  the  entire  flow  it  is  often 
economically  infeasible  to  construct  reservoirs  of  sufficient  size  to 
accomplish  this  purpose.  In  the  Eastern  States,  reservoirs  are  seldom 
built  of  sufficient  size  to  store  the  entire  annual  run-off,  and  most  of 
them  waste  many  times  as  much  water  over  their  spillways  as  they 
store  during  the  course  of  the  year. 

Off-channel  reservoirs  are  advantageous  in  controlling  sedimenta- 
tion because  flood  flows  carrying  large  burdens  of  sediment  need  not 
be  diverted  into  feeder  canals  leading  to  the  reservoir,  but  may  be 
passed  on  downstream  at  the  diversion  dam.  Even  if  part  of  the 
flood  flow  must  be  diverted  to  fulfill  water  needs,  this  diversion  may 
often  be  started  after  the  peak  of  the  flow  has  passed.  It  is  well 
known  that  the  greatest  concentration  of  suspended  sediment  occurs 
in  the  earlier  stages  of  a  flood  flow,  and  that  the  peak  of  the  sus- 
pended load  is  usually  well  ahead  of  tbe  peak  of  flow.  (See  p.  75 
and  fig.  34.) 

Another  advantage  of  off-channel  reservoirs  is  that  settling  basins 
or  desilting  works  can  often  be  installed  advantageously  at  the  diver- 
sion dam  or  along  the  line  of  the  canal  leading  from  it  to  the  storage 
reservoir.  Hence,  with  relatively  little  loss  of  the  diverted  water,  a 
ronsiderable  part  of  the  sediment  burden  of  the  diverted  flow  may  be 
flushed  back  into  the  main  stream.  This  practice,  however,  has  been 
known  to  cause  serious  channel  aggradation  below  the  diversion  dam, 
so  that  this  problem  should  be  investigated  when  considering  such  a 
plan. 

Most  of  the  off -channel  reservoirs  in  this,  country  have  been  so 
located  either  because  water  storage  could  be  obtained  in  such  loca- 
tions at  a  smaller  per-unit  cost  than  in  reservoirs  constructed  on  the 
main  stream,  or  because  no  suitable  dam  sites  or  reservoir  basins 
existed  on  the  main  stream. 

Several  Federal  irrigation  projects  in  the  West  include  off-channel 
storage  reservoirs  as  the  principal  features  of  the  water  system. 

On  the  Umatilla  project  in  northeastern  Oregon,  the  Cold  Springs 
and  McKay  Reservoirs,  which  together  have  a  capacity  of  125,000 
acre-feet,  are  fed  by  a  24-mile  diversion  canal  from  the  Umatilla 
River,  whose  mean  annual  run-off  is  520,000  acre-feet.  These  reser- 
voirs were  located  off-channel  in  minor  drainageways  because  no 
suitable  dam  sites  were  considered  to  exist  in  this  reach  of  the 
Umatilla  River. 

Among  the  non-Federal  irrigation  projects  that  include  an  off- 
channel  reservoir  is  the  Reeves  County  Water  Improvement  District 
No.  1  in  western  Texas.  Water  for  this  project  is  stored  in  Balmor- 
hea  Reservoir,  1  mile  southeast  of  Balmorhea,  Tex.  The  reservoir 
basin  is  created  by  a  dam  across  a  broad  swag,  which  carries  little 
natural  run-off.  When  completed  in  1915,  the  reservoir  had  a  sur- 
face area  of  529  acres  and  a  capacity  of  6,155  acre-feet.  It  is  fed  by 
a  diversion  canal  about  5  miles  long,  extending  from  a  diversion  dam 
on  Toyah  Creek  several  miles  west  of  Balmorhea.  The  drainage  area 
above  the  diversion  dam  is  244  square  miles,  whereas  an  area  of  only 
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15  square  miles  drains  directly  into  the  reservoir.  The  intake  canal, 
as  originally  constructed,  ended  about  1  mile  from  the  reservoir. 
Prior  to  1932,  the  water  flowing  out  of  this  intake  canal  spread  across 
the  broad,  smooth  slope  leading  down  to  the  reservoir  and,  filtering 
through  a  dense  growth  of  mesquite,  shrubs,  and  grass.  \i»\  most  of 
its  sediment  load  before  reaching  the  reservoir.  In  1932  the  rainfall 
was  more  than  double  the  normal  average  of  about  14  inches,  and  so 
much  water  passed  through  the  intake  canal  that  it  excavated  a  chan- 
nel 6  to  9  feet  dee])  and  80  feet  wide  from  its  former  end  to  the 
reservoir.  Most  of  the  sediment  now  in  the  lake  is  believed  to  be 
the  material  eroded  from  this  channel.  A  reconnaissance  survey  of 
sedimentation  in  August  1940  indicated  that  the  lake  had  lost  approxi- 
mately 9.3  percent  of  its  original  capacity.  Except  for  this  unfor- 
tunate channel  erosion,  the  lake  would  doubtless  have  been  compare 
tively  free  of  sedimentation  for  many  years  to  come. 

Another  non-Federal  project  is  the  Horse  Creek  Reservoir,  located 
in  a  depression  between  Horse  and  Adobe  Creeks  about  3  miles  north 
of  the  Arkansas  River  in  Ocero  and  Bent  Counties,  Colo.  It  was  con- 
structed in  1900  and  was  hist  connected  by  canal  with  the  Arkansas 
River  in  1910  and  with  the  Horse  Creek  drainage  area  in  1916.  A 
sedimentation  survey  made  in  1940  showed  that  the  reservoir  had  lost 
15.12  percent  of  its  original  capacity  of  30,203  acre-feet  in  a  period 
of  slightly  more  than  39  years.  The  amount  of  water  diverted  into 
the  reservoir  during  this  period  was  500,906  acre-feet  from  the  Ar- 
kansas River  and  64,012  acre- feet  from  Horse  Creek.  Sediment  meas- 
ured in  the  feeding  canals  and  that  measured  in  the  reservoir  totaled 
6,519  acre-feet.  Of  this  amount  an  estimated  460  acre-feet  was  de- 
rived from  the  Horse  Creels  watershed  and  the  remainder  from  the 
Arkansas  River.  Thus  the  percentage  of  sediment  to  inflow  from  the 
Arkansas  River  was  about  1.21  percent  by  volume.  If  the  average 
annual  flow  of  the  Arkansas  were  assumed  to  contain  the  same  per- 
centage of  sediment,  a  reservoir  of  the  same  capacity  as  the  Horse 
Creek  Reservoir  developed  on  the  river  would  lose  15  percent  of  it- 
capacity  in  one  year  rather  than  39  years. 

The  location  of  water  supply  reservoirs  off-channel  not  only  re- 
duces the  rate  of  capacity  loss  by  silting,  hut  often  results  in  material 
savings  in  the  cost  of  filtering  out  the  sediment  in  the  purification  of 
the  water  supply. 

Dalecarlia  Reservoir  of  the  Washington.  1).  C.,  water-supply  sya 
tem  is  an  off-channel  reservoir  impounded  on  Little  Kails  Branch  and 
other  minor  tributaries  just  north  of  the  Potomac  River  on  the  boun- 
ary  lino  between  Maryland  and  the  Districl  of  Columbia.  It  is  fed 
by  a  conduit  from  a  diversion  dam  at  Great  Falls  some  !»  miles  up  the 
Potomac  River.  The  purpose  of  the  reservoir  is  to  equalize  the  water 
Supply  and  provide  initial  clarification  of  the  water  by  keeping  it  m 
storage  before  it  is  released  to  other  storage  basins  and  the  filtration 
plant. 

Beginning  in  March  L906,  the  practice  of  controlling  diversion 
was  instituted  at  Great  Kails  in  an  effort  to  reduce  the  amount  of 
sediment    reaching   Dalecarlia    Reservoir.      According   to    Hardy    (66, 

/>.  S04)  the  Potomac  River  is  subject  to  rapid  fluctuations  in  turbidity, 
which  is  Largely  a  reflection  of  the  content  of  very  tine  particles  o(  clay 

in  the  water.      It  is  not  uncommon  to  have  a  turbidity  of  100  p.  p.  m. 
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one  day,  and  1,000  p.  p.  m.  the  next.  The  high  turbidity  usually  dis- 
appears about  as  rapidly  as  it  comes,  and  is  seldom  higher  than  500 
p.  p.  m.  for  more  than  5  days  at  a  time.  Frequently,  however,  a  suc- 
cession of  waves  of  high  turbidity  will  appear  so  close  together  that  the 
effect  of  one  has  not  disappeared  before  another  is  felt. 

After  1906,  when  the  river  water  became  excessively  turbid,  the  con- 
trol gates  to  the  conduit  were  closed,  and  the  muddy  water  was  allowed 
to  flow  over  the  diversion  dam  while  the  city  was  supplied  from  the 
water  stored  in  the  Dalecarlia  and  two  other  storage  reservoirs. 

Based  on  the  turbidity  measurements  at  Great  Falls  Dam  and  at 
Dalecarlia  Reservoir,  calculations  were  made  by  the  United  States 
Army  Engineers  of  the  approximate  amounts  of  sediment  excluded 
from  the  reservoir  during  the  period  from  March  1906  through  June 
1920.  These  data,  taken  from  the  annual  reports  of  the  Chief  of 
Engineers,  United  States  Army,  are  shown  in  table  1.  It  is  note- 
worthy that  by  excluding  water  from  the  diversion  conduit  during 
periods  ranging  from  3.4  to  34.8  percent  of  the  time  during  the  re- 
spective years,  21  to  60  percent  of  the  sediment  that  otherwise  would 
have  gone  into  the  reservoir  was  successfully  diverted  and  passed  on 
downstream.  Thus  the  cost  of  maintaining  the  storage  capacity  of 
this  reservoir  by  dredging  was  materially  lessened. 

Table  1.— Sediment  excluded  by  controlled  diversion  from  Dalecarlia  Reservoir, 

Washington,  D.  C. 


Period 

Estimated  sed- 
iment that 
would  have 

reached  reser- 
voir without 

diversion  con- 
trol 

Proportion  of 
time  during 
which  water 

was  excluded 

from  intake 

conduit 

Sediment  diverted 

19061            1 

Tons 
7,177 
8,457 
9,586 
6,092 
6,522 
3,102 
16,979 
12, 873 
11,251 
14,697 
19,  815 
22,  338 
26,  305 
12, 808 
6,644 

Percent 

7.79 
5.15 
5.27 
7.64 
10.50 
11.26 
21.15 
16.62 
20.27 
22.82 
34.81 
12.36 
14.96 
10.32 
3.39 

Tons 
3,264 
3,671 
3,684 
1,899 
2,613 
1,403 
5,142 
3,772 
4,950 
3,165 
6,643 
9,276 
15,  736 
7,706 
2,153 

Percent 
45.48 

1906-07'                                                      

42.23 

1907-08 

38.43 

1908-09..                                          

31.17 

1909-10 

40.06 

1910-11.. 

45.23 

1911-12  . 

30.28 

1912-13..   

29.30 

1913-14 

44.00 

1914-15  . 

21.54 

1915-16. 

33.63 

1916-17 

41.63 

1917-18  . 

59.82 

1918-19 . 

60.17 

1919-20.. 

32.41 

i  March  through  June. 

2  July  through  June;  same  for  all  succeeding  periods. 

Even  where  a  large  part  of  the  stream  flow  must  be  diverted  into  an 
off-channel  reservoir,  it  can  be  protected  by  installation  of  desilting 
works  at  the  diversion  weir  or  in  the  intake  canals. 

The  best  known  desilting  works  in  this  country,  although  installed 
to  protect  irrigation  canals  rather  than  a  reservoir,  are  those  recently 
constructed  at  the  heading  of  the  new  All- American  Canal  at  Imperial 
Dam  on  the  Colorado  Eiver  in  California.  As  described  by  Forester 
(54),  these  desilting  works  consist  of  6  settling  basins  arranged  in 
pairs  (fig.  25).  Each  basin  is  approximately  269  feet  wide,  769  feet 
long  and  has  an  average  depth  of  12.5  feet.    The  basins  are  set  at  an 
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angle  of  60°  with  the  inflow  channels.  Each  basin  has  a  rated  flow 
capacity  of  2,000  second-feet  and  each  pair  of  basins  is  fed  by  an  inflow- 
ing channel  of  diminishing  cross  section  located  between  the  basins. 
Water  from  the  concrete  influent  channel  is  distributed  uniformly  to 
the  two  basins  by  flowing  through  vertical  slots  of  special  design  in 
the  walls  of  the  channel.  The  water  flows  across  the  basin  to  an 
effluent  channel  leading  to  the  main  channel  of  the  All-American  Canal. 
The  effluent  channels  may  also  be  operated  to  bypass  the  water  around 
the  settling  basins  when  there  is  no  need  for  desilting.  The  maximum 
velocity  of  flow  across  the  basins  is  0.22  foot  per  second.  At  this 
velocity  the  detention  period  is  21  minutes.     It  is  estimated  that  with 


Figure  25. — Desilting  works  at  the  head  of  the  All  American  Canal,  imperial  Dam, 
Calif.    (Photo  by  l'.  s.  Bureau  of  Reclamation.) 

this  velocity   approximately   so   percent    of  the   maximum    incoming 
Sediment  will  be  deposited  on  the  floor  of  the  basin.       The  design  OI 

the  basins  is  based  on  a  total  inflow  of  12.000  second-feet,  or  s"  percent 
of  the  capacity  of  the  canal.  The  average  sediment  load  for  a  How  of 
12,000  second  feet  was  estimated  to  be  60,000  tons  dry  weight  per  day. 
The  sediment  deposited  in  the  basins  during  the  passage  of  water 
from  the  influent  to  the  effluent  channels  is  removed  mechanically,  and 
as  a  continuous  operation  by  means  of  72  rotary-type  scrapers,  each 
125  feet  in  diameter.  These  move  the  deposited  sediment  into  collect- 
ing trenches  from  which  it  is  forced  into  a  system  of  sludge-dispos&l 
piping,  and  thence  into  the  sluiceway  channel'  that  carries  it  back  into 
the  fiver  below.  Provisions  have  been  made  in  the  design  of  the 
desilting  works  for  additional  units,  should  they  he  required  at  a  later 
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date  when  the  diversion  is  increased  to  the  maximum  capacity  of  the 
All- American  Canal.  The  cost  of  the  initial  installation,  aside  from 
the  diversion  dam,  head  gates,  and  canal,  was  about  $3,500,000. 

Desilting  works  constructed  in  1936-37  as  a  part  of  the  Columbus 
Project  of  the  Loup  River  Public  Power  District,  Columbus,  Nebr., 
(27)  consist  of  a  stilling  basin  2  miles  long,  200  feet  wide  at  the  bottom 
and  16  feet  deep  at  its  upper  end,  from  which  sediment  is  removed  by 
a  28-inch  electrically  operated,  floating  suction  dredge.  This  settling 
basin  is  at  the  head  of  the  canal,  which  leads  from  a  low  weir  across 
the  Loup  River  to  the  Monroe  power  plant,  and  thence  to  the  11,000 
acre-foot  Babcock  Reservoir,  an  off-channel  regulating  reservoir,  3 
miles  north  of  Columbus,  where  another  power  plant  is  located,  and 
where  the  canal  flow  returns  to  the  river.  The  Loup  River  carries  up  to 
5  percent  of  sediment,  and  it  was  early  recognized  that  this  load  would 
constitute  a  hazard  to  maintenance  of  canals  and  reservoirs  for  power 
generation  or  irrigation. 

Water  is  drawn  into  the  settling  basin  through  intake  gates  over  a 
low  skimming  weir,  which  has  a  sill  elevation  above  the  channel  bed 
to  prevent  entrance  of  most  of  the  bed  load.  The  canal  intake  is  adja- 
cent to  a  250-foot  long  scouring  section  of  the  main  river  weir,  which 
is  provided  with  3  deep  Ta inter  gates,  and  was  designed  to  prevent  a 
bed  rise  in  front  to  the  canal  intake  structure.  At  the  lower  end  of  the 
settling  basin  is  a  second  skimming  weir.  A  useful  flow  of  3,500  sec- 
ond-feet can  be  diverted  through  the  settling  basin  at  a  velocity  of  only 
1.30  second-feet,  one-third  that  of  the  canal  beyond. 

The  floating  dredge  discharges  through  a  flexible  line  into  a  pipe 
which  carries  the  sediment  to  areas  of  deposition  between  the  basin 
and  river.  In  1939  the  dredge  was  operating  from  March  to  Decem- 
ber on  one  8-hour  shift,  pumping  65  second-feet,  and  removing  1,200 
cubic  yards  of  sediment  per  hour.  The  canal  intake  at  that  time, 
however,  was  only  600  second-feet,  or  one-quarter  the  rate  expected 
when  all  power  plant  units  were  in  operation.  As  power  was  used 
in  off-peak  periods,  its  value  was  estimated  at  only  about  one-half 
mill  per  kilowatt  hour.  Previous  experiments  had  indicated  that 
75  percent  of  the  suspended  sediment  and  all  the  bed  load  would  settle 
in  the  basin,  or  about  10,000  cubic  yards  daily.  Water  samples  from 
the  canal  below  the  settling  basin  showed  a  sediment  content  of  0.1 
percent. 

A  number  of  older  power  and  irrigation  developments  have  been 
provided  with  desilting  works.  In  the  White  River  power  develop- 
ment near  Sumner,  Wash.,  (3)  a  chain  of  settling  basins  2  miles  long 
was  constructed  in  the  canal  leading  from  the  diversion  dam  on  White 
River  near  Buckley  to  the  off-channel  Lake  Tapps,  which  holds  stor- 
age for  the  power  plant.  These  basins  were  to  serve  the  dual  purpose 
of  deposition  of  heavy  sediment  and  of  storing  water  to  increase  sec- 
ondary power  generation.  Sluice  gates  in  the  settling  basins  permit 
sluicing  out  the  accumulated  sediment  with  the  use  of  only  a  rela- 
tively small  part  of  the  water  that  passes  through  the  canal.  Figure 
26  illustrates  the  arrangement  of  these  settling  basins  with  respect 
to  the  diversion  dam  and  off-channel  reservoir. 

Bassell  (19)  has  described  the  desilting  basin  in  the  diversion  canal 
at  the  hydroelectric  plant  on  the  Kern  River,  Calif.  This  settling 
basin  is  3,200  feet  long  by  400  feet  wide  by  10  feet  deep,  and  will  hold 
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Figure  2G. — Map  of  the  White  River  power  development  near  Sumner,  Wash., 

Shpwing    tin'   Off-Channel    Lake   Tapps    and    the   several    settling   basins    in    the 
intake  canal. 


.").7  acre-feel  of  sediment  below  the  grade  of  the  channel  and  91.8  acre- 
feet  of  water.    The  basin  is  formed  by  an  artificial  embankment,  or 
dike,  riprapped  with  rock  on  (lie  outer  slope  and  puddled  with  clay, 
and  is  designed  to  keep  sediment  out  of  the  canal  leading  to  the  hydro 
plant. 

Evans  (50)  has  described  the  desilting  works  at  the  Tacoma  hydro 
electric  power  plant,  which  receives  its  water  supply  from  the  Nis 
qually  River  iii  Washington.  Seigfried  (100)  and  Harisberger  (67) 
have  described  desilting  devices  used  at  other  power  projects  in  the 
Pacific  Northwest.  Mathewson  (88)  has  described  sand  traps  used  in 
hydroelectric  plants  in  South  America.  In  an  anonymous  article  (9) 
a  description  is  given  of  a  Swiss  method  of  clarifying  water  and 
removing  sand,  which  has  been  adopted  in  some  Italian  hydroelectric 
works.  Most  of  the  desilting  works  at  these  hydroelectric  plants  were 
designed  to  keep  coarse  sediment  from  reaching  the  turbines,  which 
arc  seriously  damaged,  and  mus(  be  frequently  replaced  if  subjected 
to  abrasion  by  sand  transported  by  water  under  a  high  head. 

Newell  (93)  has  described  a  concrete  lined  sand  trap  28  by  li>  b\  8 
feet  in  size  built  at  a  cost  of  $.">.fd!>  to  keep  sediment  out  o(  the  NotUS 
Canal  on  the  Boise  irrigation  project  in  Idaho.  Paishall  (96)  has 
described  the  Parshal]  sand  trap  for  the  removal  of  bed  load  from 
irrigation  and  other  channels.  Bharadwai  (.'•>)  has  described  Indian 
methods  for  preventing  sediment  deposition  in  channels,  which  art" 

also  applicable  to  exclusion  of  sediment    from  canals  Leading  to  oil 
channel  reservoirs. 

The  problem  of  controlling  silting  in  canals  has  probably  been 
studied  more  extensively  in  India  than  anywhere  in  the  world.  The 
many  reports  on  this  subject  by  the  governmental  agencies  o\'  India 
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Appraisal. — The  construction  of 'off-channel  reservoirs  should  be 
seriously  considered  (1)  if  sites  providing  requisite  storage  are  avail- 
able in  valley  flats  or  on  side  drainages  -within  a  few  miles  of  the  stream 
from  which  the  water  supply  is  to  be  obtained,  and  (2)  if  it  is  not 
necessary  to  store  the  entire  flow  of  the  main  stream.  The  reduction 
in  silting  that  may  be  achieved  by  locating  reservoirs  off  the  main 
channel  will  be  governed  (1)  by  the  ratio  of  water  that  must  be  stored 
to  the  total  flow  of  the  main  stream,  and  (2)  by  the  periods  of  the  year 
during  which  storage  must  be  available  with  respect  to  the  flow  char- 
acteristics in  the  stream.  It  seems  reasonable  to  anticipate  that  a 
reduction  of  at  least  25  percent  in  the  rate  of  silting  might  be  effected 
by  locating  the  reservoirs  off  the  main  channel.  A  reduction  of  50 
percent  should  not  be  uncommon;  and  where  the  ratio  of  storage  re- 
quired to  the  total  flow  is  small,  particularly  where  the  low-water  or 
base  flow  of  the  stream  alone  is  sufficient,  the  reduction  in  silting  rate 
may  well  be  90  percent  or  more.  If  adequate  desilting  works  are  added 
to  the  project,  the  reduction  in  silting  should  range  from  50  to  90 
percent,  even  when  most  of  the  stream  flow  is  diverted. 

If  suspended-load  records  of  several  years'  duration  on  the  main 
stream  can  be  obtained,  or  even  if  such  records  are  available  for  ad- 
jacent and  similar  basins,  it  is  possible  to  calculate  the  approximate 
sediment  load  that  would  be  diverted  into  canals  with  the  amount  of 
water  required  to  supply  storage  needs.  In  making  such  calculations 
the  higher  discharges  and  earlier  stages  of  flood  flows  would  be  first 
eliminated,  and  with  them  the  quantity  of  sediment  that  they  trans- 
port. Successively  lower  flows  would  be  eliminated  until  a  point  was 
reached  where  all  of  the  remaining  flow  would  have  to  be  diverted. 
The  sediment  load  of  this  remaining  flow  could  be  calculated,  and  its 
percentage  to  the  total  suspended  load  transported  by  the  stream  would 
give  a  measure  of  the  benefits  in  reduced  sedimentation. 

Off-channel  storage  projects  generally  cost  more  per  unit  of  storage 
obtained  than  reservoirs  developed  on  the  main  stream,  but  unfavor- 
able topography  or  lack  of  dam  sites  on  the  stream  may  reverse  this 
condition.  The  additional  expense  of  constructing  diversion  dams  and 
diversion  canals  or  conduits  from  the  main  stream  to  the  reservoir 
may  be  offset  by  the  smaller  cost  required  for  the  main  dam,  which 
does  not  need  to  pass  flood  flows. 

BYPASS  CANALS  AND  CONDUITS 

In  this  chapter  are  included  those  schemes  that  involve  the  diversion 
of  sediment-laden  flows  through  canals  leading  around,  or  through 
pipes  laid  under,  a  reservoir  located  on  a  main  stream  channel.  The 
various  methods  all  require  the  construction  of  some  type  of  diversion 
dam  or  weir  at  the  head  of  the  reservoir  basin,  and  a  canal  or  conduit 
leading  around  or  under  the  reservoir  to  a  point  below  the  dam  where 
the  flow  may  reenter  the  main  channel. 

As  early  as  1900,  Lippincott  (85,  p.  41),  in  discussing  the  storage 
of  water  on  the  Gila  River,  suggested  that  when  all  water  available  in 
a  given  drainage  basin  is  required  for  irrigation,  and  when  the  reser- 
voir built  to  store  this  water  has  reached  a  dangerous  silting  condition, 
a  "large  storm  channel"  should  be  constructed  around  the  reservoir 
above  the  maximum  flow  line.  As  much  water  as  possible  should  be 
passed  through  this  canal  for  direct  irrigation  downstream.    The 
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canal  should  have  a  large  cross  section  in  the  upper  part  of  its  course, 
and  a  reduced  section  in  the  lower  part.  Spillways  should  be  located 
at  the  side  of  the  canal  where  the  sections  change  in  dimension.  The 
excess  water  thus  carried  down  the  canal  would  be  skimmed  from  the 
top  of  the  flow  into  the  reservoir  below.  The  larger  part  of  the  sedi- 
ment, however,  would  travel  on  down  the  canal. 

Hughes,  discussing  this  proposal  in  an  appendix  to  the  Army 
Board's  Report  {123,  pp.  149-160)  on  San  Carlos  Reservoir,  concluded 
that  (1)  the  high-level  marginal  canal  remained  attractive  partly  be- 
cause it  would  divert  some  sediment,  and  partly  because  it  would 
provide  during  much  of  the  time  a  higher  and  more  constant  head  for 
generation  of  power  than  would  the  fluctuating  reservoir  level;  (2)  an 
improvement  would  be  to  make  the  canal  several  times  as  large  as 
originally  proposed,  to  carry  even  the  smaller  floods,  and  to  provide 
for  escape  of  excess  water  with  its  sediment  load  into  the  lower  end  of 
the  reservoir  where  afterwards  the  sediment  could  be  more  cheaply 
disposed  of  by  sluicing  or  dredging  because  of  its  nearness  to  the  dam ; 
(3)  unfortunately,  however,  the  topography  alongside  the  San  Carlos 
Reservoir  site  was  so  unfavorable  that  the  canal,  whether  large  or 
small,  would  be  of  prohibitive  cost  ;  and  (4)  even  were  the  canal 
more  promising  than  it  then  appeared,  yet  it  would  not  be  wise  to  load 
the  irrigation  project  with  its  cost,  for  it  could  as  well  be  built  at  some 
future  date,  when  the  advisability  of  doing  it  may  seem  more  clear  and 
when  the  lands  to  be  benefited  have,  through  cultivation  and  through 
redemption  of  a  portion  of  their  debt,  become  better  able  to  bear  the 
cost. 

Perhaps  the  most  notable  example  of  a  bypass  canal  in  this  country 
is  connected  with  Lake  Overholser,  an  impounding  reservoir,  con- 
structed between  1916  and  1919,  by  Oklahoma  City,  Okla.,  on  the  North 
Canadian  River  (5),  (fig.  27).  About  8  miles  west  of  this  city  the 
valley  of  the  North  Canadian  River  narrows  to  less  than  a  quarter  of 
a  mile  and  is  flanked  by  bluffs.  Between  these  bluffs  an  Ambursen- 
type  concrete  spillway  structure  was  constructed,  1,100  feet  long  and 
39.5  feet  in  height  above  stream  bed.  This  structure,  Supplemented  by 
earth  embankments  on  the  flood  plain,  aggregating  2  miles  long,  ere 
ated  a  reservoir  that  covered  1,700  acres  and  had  an  original  capacity 
of  21,480  acre- feet. 

About  21  o  miles  above  this  dam.  an  embankment  running  across  the 
valley,  built  some  years  previously  for  an  electric  interurban  railway, 
was  utilized  as  a  diversion  dam.  as  well  as  to  create  a  desilting  basin 
covering  800  acres  and  having  a  storage  capacity  of  about  1.0,000  acre- 
t'eet.  A  bypass  canal  was  constructed  from  this  embankment  along 
the  side  of  the  valley  to  the  main  spillway  structure  below  by  raising 
an  earthen  dike  between  the  reservoir  and  valley  side.  This  bypass 
channel  had  a  bottom  width  of  120  feet,  a  depth  of  20  feel,  and  a  fall 
of  O.S  foot  per  5.000  feet. 

The  original  diversion  gates  in  the  railway  embankment,  and  a  set 
of  gates  in  the  upper  end  of  the  canal,  used  for  releasing  water  into  the 
reservoir,  as  well  as  the  spillway  and  gates  of  the  main  dam.  were  all 
designed  on  the  assumption  that  the  maximum  Hood  How  recorded 
prior  to  1919,  f),200  second  feci,  would  not  be  greatly  exceeded.  The 
spillway  and  gates  of  the  main  dam.  for  example,  were  designed  to 
pass  7,700  second-feet.     In  1923,  a  peak  flood  discharge,  estimated  to 
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have  been  133,000  second-feet,  caused  severe  damage  to  all  control 
structures.  Reconstruction  of  the  reservoir  began  immediately  after 
the  Hood,  and  cost  >  1. 1' '0,000,  or  almosl  as  much  as  the  original  cost  of 
the  development,  which  was  $1,500,000. 

The  old  system  of  inlet  gates  at  the  upper  end  of  the  canal  was  aban- 
doned, and  a  new  Rollover  diversion  dam,  1,353  feet  long  between 
abutments,  was  built  below  the  railway  embankment  and  the  site  of 
the  old  inlet  structure.  (See  fig.  l'7.  )  The  new  structure  is  a  rein- 
forced concreteogee  weir  equipped  with  four  25-foot  stop-log  sections 
and  one  11.67-foot  vertical  gate.  Flashboards  can  be  used  to  raise  the 
water  level  in  the  sedimentation  basin  an  additional  foot,  but  they 
are  designed  to  give  way  in  flood.  Flow  over  the  diversion  dam  is 
controlled  by  manipulating  gates  in  the  bypass  canal.  In  flood,  all 
water  in  excess  of  the  capacity  of  the  canal  will  automatically  flow- 
over  the  diversion  structure,  and  will  be  released  through  the  main 
dam  gates. 

The  main  dam.  as  rebuilt,  contains  30  large  Tainter  gates  of  various 
designs,  and  an  open  spillway  section  125  feet  wide.  The  maximum 
discharge  capacity  of  the  dam  was  increased  to  225,000  second-feet. 
Four  sluice  gates  were  built  into  the  spillway,  but  have  not  been  used. 
according  to  local  reports. 

The  bypass  channel  i-  controlled  by  a  120-foot  wide  section  at  the 
east  end  of  the  main  dam.  In  this  section  are  four  9-  by  14-foot  flood- 
gates, which  release  water  into  a  wasteway  that  enter-  the  old  river 
channel  about  1,200  feet  below  the  dam.  The  bypass  canal  has  been 
protected  against  erosion  by  a  gunite-reinforced  slab  covering.  The 
main  feed  gates  from  the  channel  to  the  reservoir  are  in  a  reinforced 
concrete  structure  100  feet  long,  connected  with,  and  at  right  angles  to, 
the  main  dam,  and  forming  the  end  of  the  bypass  embankment.  Four 
4-  by  6-foot  gates  in  this  structure  regulate  the  supply  to  the  reservoir. 

In  February  1942  a  reconnaissance  sedimentation  survey  of  Lake 
Overholser,  made  by  the  Soil  Conservation  Service,  revealed  that 
approximately  :>.2o2  acre-feet  of  sediment  has  been  deposited,  reduc- 
ing the  original  capacity  by  17.1  percent  in  23  years  (based  on  an  esti- 
mated  original  capacity  of  19.080  acre-feel — 2.400  acre-feet  less  than 
determined  from  an  original  survey).  Inspection  of  the  sedimenta- 
tion basin  above  the  reservoir  indicated  that  it  had  lost  from  two- 
thirds  to  three-quarters  of  it-  original  capacity  and  had  probably 
trapped  f,500  acre-feet  of  sediment,  including  above-crest  deposits. 

The  average  annual  How  of  the  North  Canadian  River  is  about  '-'00.- 
000  acre-feet.  Measurements  of  sediment  removed  from  the  citys 
settling  basins  in  1912  indicated  a  load  of  tine  suspended  sediment 
equivalent  to  1 . 1 7i>  percent  by  volume  in  a  year  of  less  than  average 
flow  (.;).  If  it  were  assumed  that  the  average  sediment  load  oi  the 
river  was  only  1  percent  of  the  How  by  volume,  or  2,000  acre  feel  an 
Dually,  the  reservoir  and  >ettlinu  basin  have  trapped  23  percent  of  the 
load,  and  77  percent  ha-  been  carried  through  the  canal:  the  bypass 
canal  and  settling  basin  combined  have  kept  93  percent  k^(  the'sedt 
ment  out  of  the  main  lake. 

Campbell  (38)  has  described  a  bypass  canal  and  tunnel  constructed 
as  part  of  the  present  water  supply  system  of  Durbin,  Natal.  Union  of 
South  Africa.  The  storage  available  in  Camperdown  Reservoir,  the 
older  Mipph  of  Durbin,  was  found  b\  surveys  to  have  been  reduced 
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from  an  original  capacity  of  1,854  acre-feet  in  1902  to  862  acre-feet 
in  1918  and  552  acre-feet  in  1926,  a  depletion  amounting  to  70  percent 
in  24  years.  As  a  result  of  this  loss  and  of  increased  water  needs  the 
Vernon  Hooper  Dam  was  constructed  between  1923  and  1927  on  the 
Umlaas  River.  The  dam  is  a  concrete  gravity  type  structure,  87  feet 
in  height  above  river  bed  and  808  feet  long.  The  storage  capacity 
of  the  reservoir  formed  by  this  dam  is  79,791  acre-feet.  At  the  up- 
stream end  of  the  reservoir  a  flood-diversion  weir  49  feet  high  was 
constructed  on  the  river.  Leading  from  it  a  canal,  20  feet  wide,  capable 
of  carrying  water  8  feet  deep,  or  a  flow  of  1,200  second-feet,  was  exca- 
vated to  a  tunnel  1,200  feet  long,  which  carries  the  flow  through  a 
mountain  to  a  point  below  the  dam.  The  tunnel  itself  will  carry  a 
How  of  8,000  second-feet  and  is  connected  not  only  with  the  canal  but 
also  with  the  reservoir.  The  opening  of  the  tunnel,  controlled  by  a  4- 
by  6-foot  Stony  sluice  gate,  is  so  located  that  when  the  gate  is  open 
the  current  in  the  upper  part  of  the  reservoir  (below  the  diversion 
dam)  flows  directly  to  it,  and  to  a  large  extent  inflowing  water  passes 
through  it  and-  out  of  the  reservoir.  Thus  only  a  small  part  of  the 
water  of  flood  flows  or  of  their  heavy  sediment  loads  reaches  the 
lower  part  of  the  reservoir  basin. 

Edgecombe  (4-7,  pp.  4-5),  in  discussing  silting  in  Elephant  Butte 
Reservoir,  briefly  described  a  proposal  made  by  Follett  for  the  con- 
struction of  an  8-foot  diameter  concrete  tube  laid  on  the  river  grade 
of  4  feet  to  the  mile,  from  a  point  in  the  river  bed  near  the  upper  end 
of  Elephant  Butte  Reservoir  to  the  dam,  passing  through  the  dam  at 
about  river  grade.  Such  a  tube  was  estimated  to  have  a  capacity  of 
300  second-feet.  At  the  upper  end  of  the  tube  a  10-  or  15-foot  overflow 
dam  was  to  be  built.  The  storage  area  above  this  dam  would  form 
a  settling  basin  that  would  be  flushed  out  by  drawing  water  through  the 
tube.  The  entire  low-water  flow  would  pass  directly  through  the  tube, 
and  not  enter  the  main  reservoir.  The  cost  of  the  scheme  was  esti- 
mated to  be  $4,000,000. 

A  board  of  engineers,  who  considered  Follett's  scheme,  came  to  the 
following  conclusions,  quoted  in  part : 13 

The  reservoir  as  now  planned  will  remain  sufficiently  capacious  in  spite  of 
silting  up  for  a  long  series  of  years.  When  its  contents  shall  have  become 
seriously  diminished  by  silting,  the  dam  can  be  readily  raised  to  compensate  for 
storage  loss,  for  the  time  being  at  a  cost  far  below  that  involved  in  constructing 
the  work  proposed  by  Mr.  Follett.  It  can  not  be  denied  that  there  is  a  limit  to 
this  method  of  fighting  the  silt  problem,  but  it  is  believed  that  engineering 
science  in  its  continued  progress  will  suggest  economical  methods  for  ultimately 
solving  this  problem.  By  that  time  also  it  is  probable  that  values  dependent  upon 
the  reservoir  will  have  become  greatly  increased,  and  that  at  such  future  time 
expenditures  may  be  incurred  which  may  be  regarded  at  present  as  excessive. 
Furthermore,  accumulating  interest  on  the  investment  if  made  for  this  purpose 
at  the  present  time,  would  go  far  toward  paying  the  cost  of  future  remediable 
measures. 

*  *  *  the  scheme  must  be  regarded  as  an  experiment  on  an  enormous 
scale.  Difference  in  opinion  as  to  probable  results  will  therefore  exist  among 
engineers.  We  fear  that  so  long  as  the  tube  remains  open  it  will  be  only 
partially  effective  in  carrying  silt  through,  and  that  there  is  great  danger  that 
with  incoming  floods  the  tube  will  become  clogged  with  sand. 

Hughes  (123,  p.  150)  discussed  the  merits  of  a  similar  plan  suggested 
for  San  Carlos  Reservoir  as  a  substitute  for  the  high  level  bypass 

13  Memorandum  by  a  board  of  engineers  consisting  of  W.  L.  Marshall,  D.  C.  Henry,  and 
L.  C.  Hill  to  the  Director,  United  States  Reclamation  Service,  dated  December  5,  1913. 
Files  of  Bureau  of  Reclamation,  United  States  Department  of  the  Interior.      [Unpublished.] 
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canal.  He  listed  the  advantages  of  the  conduit  a>  follow.-:  (1)  The 
diversion  dam.  of  about  the  same  dimensions  a>  required  for  the  canal, 
would  not  be  so  far  up  the  river  by  some  10  or  12  miles ;  for  the  conduit 
would  not  need  to  lie  longer  than  the  reservoir  whereas  the  canal 
would  have  to  he  well  above  spillway  level  because  <d'  topographic 
conditions  and  would  therefore  have  to  take  off  much  farther  up- 
stream. (2)  The  conduit  would  carry  the  low-water  flow  of  the  river 
and  a  fraction  of  the  flood  waters,  thus  reducing  the  amount  of  sedi- 
ment which  otherwise  would  enter  the  reservoir.  (3)  In  time  of 
Hood  the  conduit,  taking  its  water  from  the  bottom  of  the  stream 
where  the  concentration  of  sediment  is  greatest,  would  convey  as 
large  u  load  of  sediment  as  could  be  allowed,  at  the  time,  to  reach  the 
river  bed  below  the  storage  dam.  At  other  times  the  clearer  conduit 
water  would  need  to  be  fed  en  route  or  at  the  dam  with  additional 
sediment  from  the  reservoir,  and  during  much  of  the  year  stored  water, 
too.  would  need  to  be  added,  either  in  the  conduit  or  at  the  dam.  to 
supply  the  needs  of  irrigation.  (4)  The  conduit,  fed  from  the  river 
above,  if  made  large  enough  and  controlled  at  the  dam.  could  supply 
more  head  for  power  purposes  than  the  dam  alone  would  furnish 
except  when  the  reservoir  was  nearly  full  or  the  river  above  was  low. 

But  in  the  application  of  this  plan  to  the  San  Carlo-  Reservoir, 
Hughes  considered  the  following  drawbacks  to  be  so  great  as  to  pro- 
hibit its  adoption:  (1)  The  conduit  would  he  endangered  by  floods 
occurring  when  the  reservoir  was  not  full,  for  floods  in  the  past  have 
shifted  the  channel  throughout  the  floor  of  the  valley.  (2)  The  con- 
duit would  be  subject  to  pressures,  internal  and  external,  varying  from 
zero  at  the  upper  end  to  that  due  to  a  head  of  ISO  feet  of  water,  or 
nearly  80  pounds  per  square  inch  near  the  dam.  and  sooner  or  later 
either  would  occur  without  the  other  to  counter-balance  it,  as  in  case 
of  full  reservoir  and  empty  conduit,  or  empty  reservoir  and  full 
conduit,  with  its  outlet  closed  or  choked.  Hence,  great  strength 
would  be  required,  which,  in  connection  with  the  necessarily  large 
size,  would  make  it  very  costly.  ( :'> )  The  conduit  with  water-  heav\ 
with  sediment  was  liable  to  become  choked  like  storm  drains  anil 
dredge  pipes,  foi'  it  would  not  be  practicable  to  regulate  at  all  times 
the  percentage  of  sediment  entering  it.  Even  with  a  small  percentage 
of  sediment,  choking  would  not  he  unlikely  at  times  when  the  outlet 
was  closed,  for  in  practice  there  would  be  leakage  past  the  gate:  in- 
flowing water  would  escape  hut  the  sediment  would  he  left  in  the 
conduit. 

Reed  (99)  has  described  the  diversion  dam  and  bypass  tunnel  con 
structed  above  tin-  Amsteg  Reservoir,  which  was  completed  in  lO-j-j  in 
the  Pfaffensprung  gorge  of  the  Reuss  River,  Switzerland,  to  provide 
power  for  the  Swiss  Federal  Railway-.  The  AjnstegDam  isa  masonn 
arch  structure  L05  feci  high,  hut  with  a  storage  capacity  behind  it 
of  only  L60  acre-feet.  The  drainage  area  above  the  reservoir  is  156 
square  mile.-,  and  the  How  of  the  Reuss  River  varies  from  a  minimum 

of  TO  second  feel  to  a  Hood  How  of  1  1.000  -econd-fect.  In  order  to  pre 
Vent  river  debris  from  Ailing  the  reservoir,  a  bypass  tunnel  was  con 
structed  around  the  reservoir  as  shown  in  figure  28.     This  tunnel  i- 

1.000  feet  long,  has  a  cross  sect  ional  area  of  •_'•_'.'.  square  feet,  and  a  flow 
capacity  of  7,800  second  feci.     Flow  is  diverted  into  the  tunnel  by 
a   cyclopean   masonry    weir  at    the   head   of   the   reservoir.      The   (low 
:,  10454      13 
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through  the  tunnel  is  regulated  by  two  motor-operated  inlet  gates, 
each  17.7  feet  wide,  so  that  the  Mow  into  the  pond  is  only  sufficient  to 
supply  the  power-plant  demand.  During  the  low-water  season  when 
the  full  flow  is  utilized  through  the  plant,  little  sediment  is  carried 
by  the  stream.  During  flood  periods  about  one-third  of  the  total 
flow  is  spilled  over  the  diversion  dam  and  passes  through  the  pond. 
This,  however,  is  that  part  of  the  stream  flow  near  the  surface,  which 
carries  only  silt  and  hue  sand,  while  the  larger  part  of  the  flow  heavy 
with  debris  is  bypassed  through  the  tunnel.  Observations  made  after 
three  years  of  operation  shoAved  that  deposition  in  the  pond  had  been 
insignificant. 

Appraisal. — Probably  a  fair  appraisal  of  diversion  channels,  or 
closed  conduits  on  the  bottom  of  a  reservoir,  is  Schoklitsch's  statement 
(107,  p.  66)  that  "such  arrangements  can  be  considered  providing  the 
reservoir  is  short  and  the  locality  permits  construction  of  such  a  device 
at  legitimate  expense/'  The  question  of  what  may  be  considered 
legitimate  expense  involves  the  economics  of  the  particular  project. 


Figure  28. — Sketch  map  Of  Ainsteg  Reservoir  on  the  Reuss  River,  Switzerland, 
showing  bypass  tunnel.     (After  Reed.) 

With  the  exception  of  the  diversion  channels  around  Oklahoma  City's 
Lake  Overholser  and  Durban's  Vernon  Hooper  Dam,  the  known  ex- 
amples of  use  of  bypassing  channels  have  been  in  connection  with 
power  dams  that  created  only  small  storage.  The  exclusion  of  sedi- 
ment at  power  dams  has  been  primarily  to  prevent  filling  of  the  small 
regulating  pool  necessary  to  maintain  constant  head,  or  to  reduce  sedi- 
ment damage  to  turbines  and  other  power  equipment. 

The  construction  of  a  canal  around  a  reservoir  that  has  many  in- 
dentations or  embayments  would  be  very  expensive.  In  some  places 
basin-type  reservoirs  are  so  situated  that  the  head  of  backwater  is 
close  to  the  dam  and  a  short  canal  or  tunnel  would  permit  diversion 
of  flood  flows  to  a  point  below  the  dam.  In  other  places  a  tunnel 
might  permit  diversion  to  an  adjacent  drainage  basin.  Conduits  on 
the  floor  of  a  reservoir  have  never  been  tried,  largely  because  of  their 
great  cost  and  other  objections  brought  out  in  this  chapter. 

Water  requirements  and  other  factors  that  must  be  considered  in 
diversion  practice  with  off-channel  reservoirs  also  affect  the  use  of 
bypass  channels  or  conduits.  In  fact,  no  essential  difference  exists 
between  off-channel  reservoirs  and  these  types  of  diversions  except  that 
in  the  former  scheme  storage  water  is  led  to  the  reservoir  and  in  the 
latter  schemes  flood  flows  of  sediment-laden  water  are  led  around  the 
reservoir,  or  under  it. 
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CONTROL  OF  SEDIMENT  DEPOSITION 

The  deposition  of  sediment  in  ;i  reservoir  can  be  controlled  to  a 
certain  extent  by  designing  and  operating  gates  or  other  outlets  in  the 
dam  in  such  a  manner  as  to  permit  selective  withdrawal  of  water  having 
a  higher  than   average  sediment  content.     The  suspended-sediment 

content  of  pari  or  all  of  the  water  in  reservoirs  is  higher  during  and 
just  after  flood  flows.  Thus,  the  more  water  wasted  at  such  times  the 
smaller  will  be  the  percentage  of  the  total  sediment  load  to  settle  into 
permanent  deposits.  Furthermore,  water  at  various  levels  in  a  stor- 
age basin  often  contains  radically  different  concentrations  of  sus- 
pended sediment,  particularly  during  and  after  flood  flows.  Hence. 
if  all  waste  water  could  be  withdrawn  at  those  levels  where  the  con- 
centration is  highest,  a  significant  amount  of  sediment  mi<_dit  be 
vented  from  the  reservoir. 

The  most  effective  control  of  sediment  deposition  can  be  obtained 
by  building  into  a  dam  outlet  works  that  permit  the  greatest  selective 
control  of  water  release.  Even  with  the  control  works  available  at 
many  existing  dams,  although  poorly  designed  from  this  standpoint, 
a  revision  of  operating  practices  would  undoubtedly  result  in  the 
prevention  of  deposition  of  considerable  quantities  of  sediment  that, 
under  present  pract  ices,  are  sett  \\\\<i  to  the  reservoir  floor. 

VENTING  DENSITY  CURRENTS 

It  has  been  known  for  several  decades  thai  water  in  natural  lakes 
or  impounding  reservoirs  may  be  stratified  or  layered,  with  some  layers 
having  higher  or  lower  temperatures  than  others,  greater  or  less 
salinity,  greater  or  less  suspended  sediment,  or  other  differences.  Dif- 
ferences in  temperature,  salinity,  and  sediment  content  cause  differ- 
ences in  the  density  of  the  various  layers  of  water. 

A  density  current  has  been  defined  as  a  gravity  flow  of  ;i  fluid  under, 
over,  or  through  a  fluid  of  approximately  equal  density.  Density 
currents  have  been  referred  to  also  as  stratified  flows,  density  flows, 
underflows,  and  tunneling  of  silty  water.  These  currents  and  their 
effect  on  reservoir  silting  have  been  described  recently  by  Bell   {21). 

Insofar  as  reservoir  silt  i  1 1  n  is  concerned,  the  only  density  currents 
of  importance  are  those  that  transport  sediment  from  upper  and 
higher  parts  of  the  lake  to  its  low  reaches,  especially  to  the  dam.  In 
the  following  discussion  it  is  assumed  that  the  density  differences 
causing  these  (lows  result  primarily  from  suspended  sediment,  and 
that  the  effects  of  temperature,  salinity,  and  other  factors  are  subordi- 
nate. Existing  data  are  for  the  most  part  insufficient  to  indicate  the 
importance,  quant  datively,  of  t  hese  several  factor-  in  the  development 
and  maintenance  of  Sows  of  silty  water. 

When  a  relatively  muddy  stream  enters  a  clear  reservoir,  the  in 
flowing  water  collides  with  the  "still"  water  of  the  lake  and  partialh 
mixes  with  it.  If  the  mixture  is  heavier  than  the  reservoir  water 
it  sinks,  often  appearing  to  plunge  beneath  the  surface  (fig.  29,  A), 
until  it  encounters  water  of  equal  density  or.  if  such  water  is  not 
present,  until  it   reaches  the  bottom  of  the  lake.     At  the  point  of 

sinking    the     inflowing    current     often     meets    nil     upstream    current. 

which  has  been  generated  by  the  movement  of  water  along  the  sur- 
face to  replace  the  water  carried  down  the  lake  as  a  result  of  mixing 
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Figure  20. — A,  Flow  of  muddy  water  coming  into  Lake  Mead,  on  the  Colorado 
River.  At  tins  point  the  flow  begins  to  sink  beneath  the  clear  water  already 
in  storage.  B,  Accumulation  of  driftwood  where  upstream  surface  current 
meets  inflowing  current.     (Photos  by  U.  S.  Bureau  of  Reclamation.) 

with  the  muddy  river  water.     An  accumulation  of  driftwood   may 
mark  this  point  of  junction  (fig.  29,  B). 

As  all  impounding  reservoirs  have  a  bottom  slope,  gravity  causes 
the  turbid  inflowing  current,  when  it  is  denser  than  the  impounded 
water,  to  move  along  the  bottom  of  the  reservoir  toward  its  lowest 
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point  (Ho-.  30).  If  the  turbid  inflow  is  less  dense  than  colder  or 
more  saline  impounded  water,  the  How  may  move  along  the  reservoir 
surface  Or  between  more  dense  and  less  dense  layer-  within  the  lake. 
Underflows,  overflows  and  interflows  have  all  been  recorded  in  Lake 
Mead.  Coarse  particles  of  sediment  tend  to  settle  out  continuously, 
but  fine  particles  may  be  entrained  by  a  density  current  moving  along 
the  bottom.  A  sediment  laden  flow  may  be  dissipated,  as  such. 
before  reaching  the  dam  :  or  the  current  may  persist  after  all  sediment 


Density  flow  begins 


r-  Water   surface 


£  Delta   deposits 


UPON   ENTERING  RESERVOIR  MUDDY  STREAM   BECOMES  TURBID  DENSITY    FLOW 


Deposits  from  previous  flows 


HEAD  OF   FLOW  BREAKS  ON  DAM 


FLOW   COMES   TO  REST   AS  SUBMERGED   MUDDY  LAKE 


Figure  30.     Life  bistory  of  n  density  How.     (After  Bell  I 

has  settled  out,  because  of  temperature  or  salinity  differences.  Some 
observations  on  Lake  Mead  have  suggested,  however,  that  the  flow 
had  a  higher  sediment  content  at  the  dam  than  farther  upstream. 

When  an  underflow  hits  the  dam.  it  tends  to  rise  againsl  this  solid 
barrier;  and  i  f  the  lake  is  shallow,  it  may  come  to  the  surface  and  part 
of  it  may  How  over  the  spillway.  Generally,  however,  it  settles  back 
lo  form  a  submerged  lake  of  static  muddy  water  from  winch  particles 

of  sediment  sett  le  slowly  over  a  period  of  da v  -  or  weeks. 
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Measurements  in  Lake  Mead  indicate  that  the  muddy  lake  there  does 
not  have  a  horizontal  surface,  but  slopes  toward  the  dam  on  a  gradient 
of  about  1  foot  per  mile. 

Density  currents  probably  rarely  attain  an  average  velocity  of  more 
than  1  mile  per  hour  in  passing  through  a  reservoir.  The  mean  ve- 
locity in  Lake  Mead,  where  the  phenomenon  has  been  most  studied, 
is  about  0.6  mile  per  hour,  although  in  canyon  sections  of  this  reservoir 
maximum  velocities  of  as  much  as '2  miles  per  hour  have  been  measured. 
Observations  at  Elephant  Butte  Reservoir  on  the  Rio  Grande,  where 
density  currents  have  passed  through  the  lake  when  it  was  30  to  35 
miles  long,  indicated  rates  of  0.25  to  0.75  mile  per  hour  {52).  A 
muddy  density  current  passed  through  Echo  Reservoir  on  the  Weber 
River.  Utah.  August  6,  1934,  with  a  speed  of  0.15  mile  per  hour  (64, 
]>.  772),  and  currents  through  Lake  Arthur  Reservoir  in  South  Africa 
are  reported  to  have  traveled  at  a  rate  less  than  0.34  mile  per  hour 
(64,  p.  767).  Johnson  ( 7 '/)  estimated  a  velocity  of  0.068  mile  per  hour, 
or  less,  for  a  flow  through  Lake  Issaqueena,  near  Clemson,  8.  C. 

Density  currents  may  persist  on  very  low  slopes.  Interflows  be- 
tween submerged,  muddy  lake  water  below  and  clear  water  above  have 
moved  30  miles  through  Lake  Mead  on  slopes  no  greater  than  1  foot 
per  mile. 

The  most  reliable  information  now  available  indicates  that  density 
currents  may  develop  and  persist  with  very  low  concentrations  of  line 
sediment  (less  than  20  microns). 

Grover  and  Howard's  data  (64)  show  that  during  the  periods  when 
density  currents  passed  through  the  Lake  Mead  outlet  tunnels,  which 
were  permanently  sealed  May  1,  1936,  the  concentration  of  sediment 
in  the  outflows  ranged  from  0.31  to  1.76  percent  by  weight.  In  fact, 
lower  concentrations,  0.0.S  to  0.12  percent  by  weight,  in  outflows  during 
the  first  month  of  impoundment,  February  1935,  may  have  been  the 
result  of  density  currents.  Bell  (-/),  on  the  basis  of  admittedly 
meager  evidence,  interprets  the  density-current  measurements  in  Lake 
Mead  to  indicate  that  sediment  concentrations  in  active  underflows  in 
that  lake  are  rarely  in  excess  of  8  or  9  percent  by  weight. 

Lawson  (8£)  reported  sediment  concentrations  of  1  to  7  percent  by 
weight  in  the  density  current  outflow  from  Elephant  Butte  Reservoir 
during  July  1919.  Bliss  (64,  />■  749)  gave  figures  on  concentration 
ranging  from  1.55  percent,  or  less,  to  7.80  percent  by  weight  for 
Elephant  Butte  density  flows  in  1931,  1933,  and  1935.  Fiock  (5%) 
stated  that  the  concentration  in  flows  through  this  reservoir  ranged 
from  2  to  6  percent  by  weight. 

Some  critics  of  Grover  and  Howard's  paper  (64)  were  of  the 
opinion  that  density  currents  did  not  persist  through  a  lake,  or  at 
least  through  Lake  Mead,  unless  the  inflowing  water  contained  a  con- 
centration of  more  than  2  percent  by  weight  of  sediment.  Evidence 
now  available  indicates,  however,  that  well-defined  density  currents, 
containing  very  low  sediment  concentrations,  may  move  completely 
through  long  reservoirs.  Wiebe  (134)  reported  a  density  current  in 
Norris  Reservoir,  Tenn.,  on  August  5,  1938,  that  contained  only  0.03 
to  0.05  percent  of  sediment  by  weight.     Armstrong "  has  recorded 


14  Armstrong,  J.  W.  loss  of  storage  capaciti  in  the  loch  raven  reservoir  hub  to 
silting.  Bur.  Water  Supply,  Baltimore,  Mil.,  Bequest  No.  28,  7  pp.,  illus.  i!>:t::. 
I  Unpublished.] 
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data  from  Loch  Raven  Reservoir,  water  supply  for  Baltimore,  M<1.. 
thai  indicate  the  occurrence  of  a  density  current  on  November  5,  1932, 
with  turbidities  ranging  from  73 to  120  p. p. m.  Density  current  studies 
in  Luke  tssaqueena,  described  by  Johnson  (74)  have  shown  that  such 
Hows  occur  with  a  sediment  concentration  of  only  0.01  percent  (l\<s.  31  ). 
The  thickness  of  muddy  density  currents  may  vary  from  a  few- 
inches  up  to,  perhaps,  100  feet  or  more.  Usually  the  interfaces  or 
boundaries  of  density  currents  are  sharp,  and  differences  in  concentra- 
tion on  either  side  of  the  interface  are  great.  In  some  occurrences, 
however,  a  rather  thick  transitional  zone  of  decreasing  turbidity  !»■- 
tween  the  main  stratum  of  the  density  current  and  the  overlying  or 
underlying  clear  water  has  been  reported. 


AUG   SEPT  OCT    NOV    OtC    JAN    FEB   MAR    APR    MAY   JUNE  JULY  AUG   SEPT  OCT    NOV    OtC    JAN    FEB   MAR    APR 
1940  1941  >942 

Figure  31.     Results  of  stud}  of  densitj  currents  in  Luke  [ssnqueena,  near 

Clemson,  s.  C. 

Accord i ne-  to  Kiock  (52) .  density  currents  moving  along  the  bottom 
of  Elephant  Butte  Reservoir  were  found  to  be  less  than  .">  feel  thick. 
Other  observers  have  reported  Hows  in  this  reservoir  less  than  1  loot 
thick.  Page  ('»"/.  p.  /'/•')  stated  that  density  currents  that  passed 
through  the  outlet  tunnels  of  Lake  Mead  in  February  l!'-">.">  were  about 
•_'  feet  in  thickness  in  their  center.  Lewis  (6*4,  /'■  757)  reported  that 
the  thickness  of  the  Mow  of  concentrated  sediment  alone-  the  bottom  o( 
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Lake  Arthur  was  seldom  greater  than  3  feet.  Wiebe's  diagrams  in- 
dicate a  thickness  of  about  10  feet  for  density-current  interflows 
between  layers  of  clear  water  in  Morris  Reservoir  (fig.  32). 
Measurements  in  Lake  Mead  subsequent  to- closing  of  the  outlet  tun- 
nels indicate  thicknesses  of  more  than  100  feet.1"' 

An  overflow  of  muddy  water  in  the  lake  formed  by  Wilson  Dam 
at  Muscle  Shoals  on  the  Tennessee  River,  Ala.,  is  reported  to  have 
been  27  feet  thick.10  Below  this  was  a  zone  of  clear  water  while  at 
the  bottom  of  the  reservoir  there  was  a  muddy  layer  2  feet  thick 
moving  as  an  underflow.  An  interflow  of  muddy  water  at  Lake 
Murray,  on  the  Saluda  River  in  South  Carolina  (as  stated  in  this 
same  report),  was  observed  in  December  1031  by  the  reservoir  oper- 
ators, who  reported  that  turbidity  was  encountered  25  feet  below  the 
surface,  and  increased  to  a  depth  of  80  feet  where  it  reached  a  maxi- 


Fiouke  32. — Interflow  of  silty  water  in  laboratory  tank.  From  experiments  al 
Cooperative  Laboratory  of  Soil  Conservation  Service  and  California  Institute 
of  Technology,  Pasadena,  Calif. 

mum.  Below  this  depth  the  turbidity  decreased  until  clear  water 
was  again  encountered  at  an  unrecorded  depth.  The  total  depth  of 
water  at  the  point  of  observation  was  170  feet. 

Sediment-laden  density  currents  nearly  always  have  other  charac- 
teristics that  distinguish  the  water  in  these  layers  from  bounding 
water  strata.  Measurable  differences  in  temperature,  dissolved  oxy- 
gen, hydrogen-ion  concentration,  dissolved  salts,  and  electrical  con- 
ductivity have  been  reported.  Fiock  (oJ)  noted  that  muddy  out- 
flows from  Elephant  Butte  Reservoir  had  temperatures  6°  F.  higher 
than  the  overlying  lake  water.  Outflows  from  Lake  Mead  in  1935 
were  11°  F.  higher  than  overlying  lake  water  (64).  Higher  tem- 
perature, of  course,  tends  to  make  the  water  less  dense  and,  hence,  to 
offset  the  effect  of  sediment,  which  must  thus  be  present  in  greater 


^National  Research  Council,  Subcommittee  on  Lake  Mead  Intekdivisional  Com- 
mittee icn  DENSITY  CURRENTS.  LAKE  MEAD  DENSITY  CURRENTS  INVESTIGATIONS,  1937— 1940. 
2  v..  illus.      Denver.      1941.      [Processed.] 

16  Minutes  of  meetings  of  the  Interdivisional  Committee  on  Density  Currents,  National 
Research  Council  on  June  14  and  15,  1037.      [Processed.] 
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concentration  than  otherwise  to  cause  the  formation  and  maintenance 

of  the  density  flow.  Density  currents,  however,  are  just  as  likely  to 
be  colder  than  the  stored  water.  Wiebe  (134)  and  Ellis  (48)  have 
discussed  the  various  properties  of  water  thai   are  associated  with 

density  currents. 

The  quantities  of  sediment  transported  by  density  currents  is  of 
great  practical  importance.  Grover  and  Howard  (64)  reported  that 
during  3   periods   in    L935  density   currents    passing   through   Lake 

Mead  carried  out  of  the  lake  6,000,000  tons  of  sediment,  or  about  '!.'> 
percent  of  the  estimated  average  annual  load  of  sediment  brought 
into  the  lake.  Fiock  (52)  reported  that  up  to  1935  about  5,000 
acre-feet  of  sediment  was  vented  from  Elephant  Butte  Reservoir, 
or  approximately  1.4  percent  of  the  accumulation  in  the  reser- 
voir to  that  date.  From  the  results  of  density-current  observations 
in  Lake  Mead.  Bel]  (21)  estimated  that  about  232,000,000  tons  of  -olid 
matter  was  brought  into  the  lower  part  of  the  lake  by  these  currents 
between  the  date  of  closing  of  the  tunnel  outlets.  May  1.  L936,  and 
May  20,  1941.  This  is  close  to  one-third  of  the  total  sediment  load 
brought  into  the  lake  during  this  period.  As  this  sediment  was  all 
transported  by  density  current-,  and  i>  now  confined  to  a  submerged 
muddy  lake  thai  extends  only  35  miles  above  Boulder  Dam.  it  mighl 
he  reasonably  assumed  that  had  suitable  outlet-  been  installed  in  this 
dam  and  had  it  been  possible  to  operate  them  with  a  view  to  releas- 
ing this  sediment,  probably  ~~>  to  90  percent  of  it  could  have  l>een 
passed  through  the  dam.  According  to  Bell,  if  it  were  assumed  (1) 
that  Lake  Mead  would  he  completely  filled  with  sediment  in  200 
years,  and  (-2)  that  the  average  final  compaction  of  sediment  would 
reach  a  value  of  60  pounds  per  cubic  foot,  then  venting  this  percent- 
age of  the  underflows  could  have  increased  the  useful  life  of  the  lake 
35  or  40  years.  The  reader  should  not  assume,  however,  that  such  a 
procedure  necessarily  would  have  been  advisable,  for  one  of  the  func- 
tions of  Lake  Mead  i-  to  -tore  sediment  and  prevent  it  from  doing 
damage  downstream. 

Studies  of  density  current-  in  Lake  [ssaqueena,  located  on  Six  Mile 
Creek  near  Clemsoii.  S.  ('..  have  been  made  by  the  Soil  Conservation 
Service  since  August  1940.  This  reservoir  was  completed  in  June 
1938  for  recreational  purposes  by  a  gravity  concrete  dam  51.5  feet  in 
height  above  bedrock.  The  original  capacity  of  the  lake  was  1,836 
acre-feet  and  its  drainage  area  was  approximately  II  square  mile-.  A 
sedimentation  survey  made  in  April  1941  showed  that  the  capacity 
had  been  reduced  4.7(.l  percent  by  the  deposition  of  ss  acre-feet  of 
-ediment. 

Figure  31  shows  the  results  of  measurements  made  from  August  1940 
through  April  •_':!.  1942.  During  this  period  one  of  the  two  outlets 
near  the  ha-e  of  the  dam.  a  30-inch  gate  that  control-  the  How  into  a 
24-inch  pipe,  was  opened  sufficiently  to  allow  from  5.8  to  28.4  second- 
feet  of  discharge.  Just  after  a  heavy  flood  in  Augu-t  1940,  the  SUS 
pended-matter  concentration  in  How  coming  from  the  outlet  pipe  was 
552  p.  p.  in.,  while  that  passing  over  the  spillway  was  L83  p.  p.  m. 
Following  each  of  9  period-  of  -torm  run-off  between  November  1940 

and  April  L942,  the  peak  concentration  in  the  gate  discharge  occurred 
earlier  than  the  peak  concentration  passing  over  the  spillway. 

The  curve-  of  figure  31,  I:'  -how  the  sediment  discharged  through 
the  gates  and    the   probable   loss   that    would    have   occurred    over   the 
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spillway  if  the  gates  had  been  continuously  closed.  In  other  words, 
opening  one  of  the  two  gates  in  the  dam  to  an  average  of  less  than 
one-tenth  of  their  combined  rated  capacity  (approximately  230  sec- 
ond-feet with  full  head)  more  than  doubled  the  sediment  loss  from 
the  lake,  and  decreased  sedimentation  during  the  entire  20  months  of 
record  by  more  than  3.4  acre-feet.  Although  this  is  a  relatively  small 
amount,  it  seems  clear  from  the  observations  that  if  the  gates  had  been 
opened  according  to  a  prearranged  plan  governed  by  forecasting  flood 
flows  in  the  drainage  area,  at  least  10  percent  of  the  incoming  sedi- 
ment, and  possibly  as  much  as  25  percent,  could  have  been  vented 
through  the  two  outlets,  without  adversely  affecting  water  storage 
in  the  lake. 

A  series  of  laboratory  studies  by  R.  T.  Knapp  and  H.  S.  Bell  at  the 
Cooperative  Laboratory  of  the  Soil  Conservation  Service  and  Cali- 
fornia Institute  of  Technology,  Pasadena,  Calif.  (21),  has  shown  (1) 
that  density  currents  may  occur  as  underflows,  interflows,  or  overflows, 
depending  upon  the  relative  densities  of  the  fluid  masses  involved, 
(2)  that  a  density  current  will  form  and  persist  in  laboratory  flumes 
with  very  small  concentration  of  sediment,  and  no  difference  in  other 
physical  characteristics,  and  (3)  that  density  currents  can  be  with- 
drawn through  openings  in  the  dam. 

Because  a  submerged  outlet  draws  water  toward  it  from  all  direc- 
tions, the  vertical  dimension  of  the  opening  must  be  small  with  respect 
to  the  thickness  of  the  layer  from  which  water  is  to  be  withdrawn,  or 
the  rate  of  withdrawal  must  be  very  slow.  Otherwise,  water  may  be 
pulled  in  from  layers  above  and  below,  as  well  as  from  the  layer  that 
it  is  desired  to  vent.  Considering  the  known  dimensions  of  muddy 
underflows,  large  openings  are  probably  not  so  desirable  as  a  greater 
number  of  smaller  openings.  The  data  now  available  are  not  sufficient 
for  formulating  any  general  rules  on  the  number,  spacing,  and  distri- 
bution of  outlets  and  control  works  required  for  most  effective  venting 
of  density  currents.  The  plans  will  necessarily  vary  for  every  set  of 
conditions,  and  further  research  in  both  fundamentals  of  the  phenome- 
non, and  in  design  is  needed  to  establish  general  principles. 

An  alternative  method  of  venting  underflows,  although  only  tried 
on  a  model  scale,  consists  of  placing  a  curtain  or  screen  in  front  of 
the  dam.  Such  a  metal  or  thin  concrete  curtain  in  front  of  the  dam 
would  force  wastage  of  the  sediment-laden  water  at  the  bottom  of  the 
reservoir  rather  than  of  the  water  at  the  surface  (fig.  33). 

Appraisal . — The  occurrence  of  sediment-laden  density  currents  as 
underflows,  interflows,  or  overflows,  under  widely  differing  conditions, 
has  been  reported  at  more  than  two  dozen  reservoirs  scattered 
throughout  the  United  States.  This  leads  to  the  conclusion  that 
these  currents  may  be  expected  to  occur  anywhere,  if  certain  com- 
binations of  conditions  exist.  Unfortunately  little  quantitative  data 
have  as  yet  been  obtained  on  the  characteristics  of  the  phenomenon, 
and  even  less  on  its  potentialities  as  a  method  of  reservoir-silting 
control.  Obviously,  the  questions  of  practical  importance  are:  (1) 
What  percentage  of  the  sediment  brought  into  a  reservoir  will  be 
carried  to  the  dam  by  density  currents,  and  (2)  what  kinds  of  outlet 
works  would  be  most  effective  in  venting  these  currents. 

The  present  lack  of  information  and  the  important  potentialities 
of  density  currents  make  it  especially   desirable   to  obtain   further 
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I'h. i  eu  •'{•'!  Laboratorj  experiment  showing  effect  of  curtain  in  from  of  dam, 
forcing  density  current  to  flow  over  spillwaj  I,  flow  has  Just  reached  cur 
tain  :  /».  Bow  is  rising  between  curtain  and  dam  ;  C,  flow  i-  passing  over  spillwaj 
(after  ivili. 


observational  data  on  existing  lakes.  Reservoir  owner-  ami  operators 
should  serioush  consider  establishing  one  or  more  stations  in  the 
reservoir  ni  which  regular  measurements  will  In-  made  over  >  period 
of  several  years.     At  leas!  one  station  should  be  located  just  above 
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the  dam.  and  preferably  two  or  more  additional  stations  should  be 
located  at  points  up  the  lake,  one  just  below  the  inlet  or  delta,  and 
one  in  the  middle  section.  Such  stations  might  consist  of  permanently 
anchored  rafts  from  which  measurements  could  be  made  of  the  tem- 
perature and  conductivity  gradient  from  the  surface  of  the  lake  to 
the  bottom,  and  water  samples  collected  at  various  depths  for  de- 
termination of  sediment  content  or  turbidity.17 

Rough  indications  of  sediment  content  have  been  obtained  by  an 
automatic  turbidity-recording  device  described  by  Ellis  (4-8).  While 
this  equipment  probably  would  be  satisfactory  in  connection  with  an 
operating  plan  of  venting  underflows,  it  gives  data  less  valuable  for 
preliminary  experimental  purposes. 

Regular  observations  should  be  made  at  least  once  a  week,  hut  if 
arrangements  can  be  made  for  reporting  run-off  from  the  drainage 
basin,  and  if  frequent  observations  are  recorded  during  and  imme- 
diately after  tins  run-off,  observations  during  intervening  periods 
might  be  made  at  intervals  of  several  weeks. 

With  the  information  now  available  it  seems  entirely  reasonable 
to  expect  that  10  to  20  percent  and  perhaps  more  of  the  incoming 
sediment  might  be  passed  through  many  reservoirs  by  venting  density 
currents  to  the  fullest  extent  possible  through  properly  designed  and 
controlled  gates.  Stevens  comments  (64,  />■  769)  that  "although  the 
total  quantity  discharged  was  only  2.5  percent  of  that  coming  into 
Lake  Mead  in  1935,  the  fact  thai  any  at  all  was  discharged  is  too 
important  not  to  be  investigated  further.''1  (Note  that  the  sediment 
discharged  was  actually  about  I  percent  of  the  1935  sediment  inflow, 
but  only  2.">  percent  of  the  annual  inflow. ) 

It  must  be  recognized  that  some  loss  of  water  would  almost  surely 
result  from  the  maximum  possible  release  of  density  currents.  In  all 
reservoirs  that  lose  water  over  the  spillway  during  an  appreciable 
part  of  the  time,  the  release  of  water  at  levels  where  the  maximum 
sediment  concentration  occurs  would  be  a  most  desirable  practice.  In 
those  western  reservoirs  that  seldom  spill,  and  where  every  acre-foot 
of  water  is  believed  to  be  indispensable,  venting  of  density  currents 
probably  would  be  tolerated  only  when  the  water  could  be  used  below 
for  irrigation.  If.  however,  some  wastage  could  be  afforded,  the 
remaining  water  of  improved  quality  would  probably  be  more  pro- 
ductive per  acre-foot  than  the  average  water  of  the  whole  reservoir. 

Releases  of  turbid  water  would  not  necessarily  have  to  be  made  at 
the  time  the  density  flow  took  place.  If  conditions  similar  to  those 
found  in  Lake  Mead  exist,  very  muddy  water  would  accumulate  in 
the  lower  end  of  the  lake  and  would  retain  its  fluidity  for  days  or 
weeks.  It  might  be  released  at  such  times  during  this  period  as  would 
best  suit  water  requirements  below  the  dam. 

CONTROL  OF  WASTE-WATER  RELEASE 

When  the  storage  capacity  of  a  reservoir  is  much  less  than  the 
normal  annual  run-off  from  the  drainage  area,  water  must  be  wasted 

17  Equipment  for  temperature  and  conductivity  measurements  has  been  described  by 
Ellis  (IS).  The  Foerst  water  sampler,  used  by  the  United  States  Bureau  ot  Reclamation 
in  its  observations  in  Lake  Mead,  has  proved  satisfactory  for  obtaining  water  samples. 
For  a  description  of  taking  samples  and  making  measurements,  see  work  cited  in  footnote 
15,  p.  70. 
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past  the  dam  from  time  to  time.  If  the  maximum  wasting  could  be 
accomplished  at  those  times  when  the  water  contained  the  greatest 
concentration  of  suspended  sediment,  the  rate  of  > i 1 1 i 1 1 <^  of  the  reser- 
voir would  be  reduced.  Some  types  of  reservoirs  have,  or  can  be 
equipped  with,  spillways  or  sluicegates  thai  may  be  used  advantage- 
ously to  increase  the  amount  of  the  incoming  sediment  passed  through 
the  reservoir. 

Increased  sediment  wastage  often  can  he  obtained  in  dams  designed 
with  a  center  overflow  type  of  spillway,  equipped  with  tall  Stoney  or 
Tainter  gates.  For  any  total  height  of  dam.  the  greater  the  height 
of  the  gates  and  the  less  the  height  of  the  permanent  spillway  sill 
above  stream  bed,  the  greater  will  he  the  potential  sediment  wastage. 
The  gate  discharge  capacity  preferably  should  exceed,  or  he  a-  close  as 
possible  to,  the  maximum  stream  discharge,  and  the  whole  spillway 
structure  preferably  should  he  located  at  light  angle-  to  the  main 
force  of  the  flood  current. 

It  has  long  been  known  (hat  the  greatest  concentration  of  suspended 
sediment  is  carried  during  the  early  stages  of  a  flood.  Bed  load,  on 
the  other  hand,  is  transported  at  a  rate  more  or  less  directly  related  to 
discharge.  This  is  illustrated  by  a  typical  hydrograph  of  flow  and 
concentration  of  both  suspended  and  bed  sediment  during  a  minor 
Hood  on  the  Enoree  River  near  Greenville,  S.  C.  (  fig.  :?4).  If  a  reser- 
voir equipped  with  huge  gates  had  been  located  on  this  stream,  and 
the  entire  How  prior  to  2  p.  m.,  August  IS.  L939,  had  been  passed.  62 
percent  of  the  water  could  have  been  hold  back,  but  only  -10  percent  of 
the  suspended  sediment  load  would  have  been  trapped.  An  adequate 
system  for  forecasting  the  Hood  flow  before  it  reaches  the  reservoir 
would  he  necessary,  of  course,  for  the  proper  timing  id'  gate  operations. 

Kanthack  (78,  />/>.  218  J..'/  ),  in  discussing  the  cont  rol  of  sedimenta- 
tion in  reservoirs  built  for  irrigation,  power,  and  Hood  regulation  in 
South  Africa,  concluded  that  where  large  withdrawals  of  water  are 
made  from  these  reservoirs,  or  when  the  reservoirs  have  a  low  ratio  of 
capacity  to  inflow,  spillways  should  be  equipped  with  tall  gates,  ex- 
tending down  approximately  20  to  25  feet  from  the  maximum  required 
storage  level.  In  most  reservoirs  of  moderate  size  in  South  Africa, 
the  greater  part  of  the  storage  capacity  is  in  the  top  •_'<>  feet  of  the 
reservoir,  a  condition  that  is  also  true  for  many  reservoirs  in  the 
1'iiited  States.  Kanthack  pointed  out  that  if  eventually  t ho  basin 
fills  with  sediment  to  the  permanent  sill  level  at  the  bottom  id'  gates 
•JO  feet  tall,  no  material  loss  of  storage  will  have  resulted.  If  surplus 
water  must  bo  discharged  from  a  reservoir,  the  opening  for  even  a 
short  time  of  a  25-  by  30-foot  spillway  gate,  in  his  opinion,  would 
produce  not  only  a  very  great  scouring  etl'oct  on  any  existing  deposits, 
but  would  create  a  current  that  would  keep  liner  sediment  in  suspen- 
sion throughout  the  reservoir, 

The  Yaal  River  dam,  25  miles  south  of  Yorooniging.  Union  of  South 
Africa  (6').  consists  of  a  scries  of  :5.*>  concrete  pier-,  each  34,5  feet  high 
and  8  feet  thick  with  openings  ;5()  feet  wide  between  them.  In  the  36 
openings  between  piers  are  26  ton  gates,  25  feet  high  and  :>'_'..">  feet  wide. 
operating  between  vertical  roller  trains  in  Is  inch  slot>  in  the  piers. 
The  gates  are  balanced  by  60-ton  counterweights  and  may  he  raised  in 
I  ' ._.  minutes.  When  the  gate-  are  closed  a  storage  of  more  than  50,000 
acre  feel   is  obtained  within  the  channel.      At  t  he  time  of  con-t  ruction 
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FiiiiKK  34. — Results  of  study  of  .sediment  transportation  during  a  flood  flow  at 
the  Enoree  River  Sediment  Load  Laboratory  of  the  Soil  Conservation  Service 
near  Greenville,  S.  C. :  A,  variation  of  suspended  load  and  bed  load,  with 
discharge;   li,   relation   of  cumulative  suspended-load   tonnage  and  discbarge. 

the  channel  was  widened  at  the  dam  from  620  feet  to  1,400  feet,  so  that 
the  clear  width  of  channel  controlled  by  gates  is  40  percent  greater 
than  average  channel  width.  This  assures  a  strong  current  of  great 
scouring  capacity  through  the  dam.  The  flow  of  the  Vaal  River 
ranges  from  zero  to  187,000  second-feet  and  the  annual  amount  of 
sediment  carried  through  the  dam  is  estimated  to  be  1,200,000  tons. 

In  constructing  reservoirs  on  sediment-laden  streams  in  India,  the 
objectives,  according  to  Edgecombe  (47,  p.  #-?)  are  :  (1)  To  select  a  dam 
site  that  will  give  large  storage  capacity  with  a  relatively  low  dam, 
(2)  to  design  an  overflow  spillway  along  the  whole  length  of  the  dam, 
and  (3)  to  equip  the  spillway  weir  with  steel  shutters  on  top  from  G 
to  8  feet  high,  so  as  to  have  the  largest  possible  percentage  of  the 
total  storage  controlled  by  gates. 

Instead  of  large  spillway  gates  on  top  of  a  permanent  weir,  sluice 
gates  large  enough  to  pass  maximum  flood  flows  may  be  placed  in  the 
dam  structure.  The  first  great  dam  to  be  constructed  with  controllable 
sluice  gates  of  sufficient  size  to  pass  large  flood  flows  was  probably  the 
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original  Bhatgarh  Dam,  which  impounded  Lake  Whiting  on  the  Yel- 
wandi  River,  about  iO  miles  south  of  Poona,  Bombay  presidency. 
India  (36,  pp.  75-85).  This  dam  has  now  been  superseded  by  the 
newer,  higher  Lloyd  Dam  just,  downstream,  which  was  completed  in 
1928.  All  the  information  given  here  refers,  however,  to  the  older 
dam.  The  Bhatgarh  Dam,  built  of  concrete  rubble  and  masonry,  was 
completed  in  1892  to  a  maximum  height  of  127  feet,  or  103  feet  above 
the  river  bed.  Its  length  was  3,020  feet.  The  original  storage  ca- 
pacity of  the  reservoir  was  121,970  acre-feet.  On  each  end  of  the  dam 
were  overflow  waste  weirs  that  contain  103  openings.  88  of  which  were 
fitted  with  8-  by  10-foot  automatic  gates. 

The  15  undersluices,  each  8  feet  high  by  4  feet  wide,  and  spaced  17 
feet  apart,  are  the  significant  feature  in  sedimentation  control  (  hVs. 
35  and  3(5).     The  sills  of  these  arched  undersluices,  which  were  cen- 
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Figure  35.    Cross  section  ol  Bhatgarh  Dam,  [ndia,  showing  underslulce.     i  Vfter 
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tered  over  the  main  stream  channel,  were  only  12  feel  above  1 1 1  *  - 
river  bed.  The  undersluices  were  lined  with  cul  -tone,  and  were  closed 
by  2-ton  iron  gates,  which  slid  vertically  and  were  controlled  by  steel 
screws  from  the  top  of  the  dam.  Screens  of  horizontal  rails  1  fool 
apart  wen-  placed  in  front  of  the  sluices  to  keep  them  from  becoming 
clogged  with  timber  and  brush.  Five  other  undersluices  existed  at 
higher  levels.  Schuyler  <  108,  />.  268  )  gives  the  total  discharge  capacity 
of  all  undersluices  as  20,000  secOnd-feet,  which  compares  with  a  maxi- 
mum design  flood  discharge  of  51,600  second-feet. 

The  drainage  basin  of  128  square  miles  has  an  annual  precipitation 
ranging  from  4(>  inches  at  the  dam  to  250  inches  in  the  headwaters. 
Nearly  all  the  rain  falls  during  the  monsoon  season,  and  the  firsl  heavy 
Hoods  conic  in  duly.  In  Operating  practice  the  sluices  were  kept  open. 
normally  under  heads  of  8,  L5,  or  sometimes  up  to  30  feet,  until  seven- 
eighths  of  thr  average  year's  run-off  has  passed  through  the  reservoir. 
The  gates  were  closed  about  July  31,  and  the  remainder  of  the  run-off. 
equal  to  the  reservoir's  capacity,  was  stored.  Much  the  greater  part 
of  the  annual  sediment  load  was  carried  through  the  reservoir,  not 
only  because  seven-eighths  of  the  water  was  wasted  but  because  the  first 
Mows  of  the  season  carried  much  higher  concentrations  i  up  to  1  percent 
or  more)  of  suspended  matter. 

A  head  of  1.";  feet  on  the  undersluices  caused  ponding  for  a  distance 
of  3  miles  above  the  dam.  Consequently,  some  sediment  was  deposited 
in  the  reservoir,  even  when  the  undersluices  were  opened  to  pass  the 
early  floods.  The  surface  id'  backwater,  when  the  undersluices  were 
open,  was  les>  than  one-thirtieth  of  the  area  of  the  reservoir  when  full. 
so  that  twenty-nine  thirtieths  of  the  reservoir's  bed  was  not  subject 
to  sediment  deposition.  In  12  years  (  L892— 1904  ).  according  to  Buckley 
(36,  //.  87),  Lake  Whiting  showed  no  si<_nts  of  silting  except  for  a  few 
hundred  yards  upstream  from  the  sluices.  The  quantity  deposited 
above  the  -ill  of  the  undersluices  in  this  period  was  86  acre-feet. 
.Meyers  (89)  reported  that  at  the  time  of  his  visit  in  1910,  the  capacity 
was  ^till   practically  undiminished. 

The  new-  Lloyd  Dam.  the  cresl  of  which  is  60  feet  above  that  of  the 
old  Bhatgarh  Dam.  maintains  the  same  principle  of  sluicing.  The 
lowest  sluices  in  the  new  dam  are  143  feet  below  maximum  water  level. 

Lake  Fife,  of  comparable  si/.e  in  an  adjacent  drainage  basin,  was 
not  provided  with  undersluices,  and  lost  Is  percent  of  it-  effective 
capacity  from  L883  to  1905. 

In  general,  the  Indian  practice  is  to  provide  sluices  capable  of  dis- 
charging from  one-third  to  the  entire  maximum  daily  discharge  of 
the  average  year.  This  is  about  one  sixth  of  a  flood  of  20  or  30-year 
frequency.  In  other  terms,  the  sluices  should  be  sufficient  to  discharge 
the  flow  of  a  bank-full  stage  on  the  inflowing  stream  under  a  head  of 
5  to  10  feet  at  the  sluices.  Naturally,  provision  nui-t  be  made  to  pre 
vent  scour  from  such  a  discharge  below  the  dam. 

The  principle  of  allowing  the  sediment-laden  water  of  floods  to  pass 
through  the  reservoir  basin  without  appreciable  diminution  of  velocity 
was  applied  in  the  construction  of  the  famous  A-w.in   Dam  located  on 

the  Nile  near  Haifa.  Egypt.  Tin-  was  the  first  insubmergible  dam 
built  without  any  provision  for  overflow  waste  weir-.  The  whole  river 
discharge  can  be  passed  at  all  t  tmes  of  the  year  through  -lu  ice-  piercing 
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the  body  of  the  dam.  At  Aswan  the  How  comes  from  a  drainage  area 
of  620,000  square  miles,  which  yields  an  average  annual  run-off  of 
about  66,00Q,000  acre-feet, 

Torrential  rain  falls  in  the  upper  drainage  basin  during  a  monsoon 
period  that  begins  about  June  15.  By  the  end  of  July  and  until  Janu- 
ary the  Blue  Nile  and  the  Atbara  are  in  flood,  and  transport  vast  quan- 
tities of  sediment  out  of  the  Abyssinian  Plateau  where  they  head. 
During  the  period  from  January  to  about  the  end  of  July  the  sus- 
pended load  of  the  Nile,  whose  water  at  this  period  comes  almost 
entirely  from  the  White  Nile,  is  less  than  0.01  percent  by  weight, 
Toward  the- end  of  July,  or  during  the  first  part  of  August,  the 
sediment  concentration  increases  rapidly  to  a  maximum,  which  is 
usually  reached  late  in  August  and  precedes  the  arrival  of  the  flood 
peak.  In  a  normal  to  high  flood  year  the  concentration  may  reach 
0.4  percent  by  weight  for  a  few  days.  The  concentration  then  grad- 
ually falls  off  until  in  December  it  again  becomes  less  than  0.01  percent. 
Simaika  ( III.  p.  18)  gives  a  diagram  of  the  sediment  load  of  a  typical 
year.  1931,  on  the  Nile  at  Haifa  (fig.  37). 
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Figure  87. — Distribution  <T  total  .suspended  sand,  silt,  and  clay  in  the  discharge  of 
the  Nile  River  at  Wadi  Haifa,  Egypt,  in  1931  (after  Simaika). 
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The  original  Aswan  Dam.  about  6,400  feet  long,  was  completed  in 
October  L902,  and  had  a  capacity  of  865,000  acre-feet.  In  lieu  of 
a  spillway.  L80  sluices,  capable  of  passing  a  maximum  flood  of  500,000 
second-feet,  were  built  into  the  dam  in  4  groups  at  different  levels 
( 117,  pp.  165-151 ).  The  first  group,  consisting  of  65  gates,  extended 
from  the  bottom  of  the  river  to  a  height  of  22.96  feet.  The  second 
group,  consisting  of  75  gates,  extended  from  an  elevation  of  14.7f> 
feet  to  37.72  feel  above  the  river  bed.  These  •+  groups  of  gates  were 
6.56  feet  wide  and  22.96  feet  high.  The  third  group  of  gates,  num- 
bering 18,  extended  from  a  bottom  elevation  of  -.!7.^v  feet  to  a  top 
elevation  of  :W.-J!>  feet.  The  fourth  »roup  of  gates,  22  in  number, 
extended  from  a  bottom  elevation  of  41  feet.  The  third  and  fourth 
groups  were6.56feet  wide,  hut  were  only  11.48  feet  high.  The  arrange- 
ment of  these  <_rate>  is  shown  in  figure  38. 

In  operating  practice  the  lower  gates  are  not  opened  under  the 
maximum  head.  In  the  first  stages  of  the  Hood  the  upper  gates  are 
opened:  and  after  the  lake  level  has  been  lowered  a  certain  amount, 
the  next  group  of  gates  is  opened,  hut  water  is  not  discharged  through 
any  hut  the  upper  gates  under  the  maximum  pressure  head. 

During  the  period  1907-12  the  dam  was  raised  22.9  feet  to  pro- 
vide a  storage  capacity  of  1,970,000  acre-feet,  and  during  the  period 
l!ii".i-:;i  was  further  raised  to  an  elevation  of  400.3  feet  to  give  a 
capacity  of  4,400,000  acre-feet. 

Before  the  last  raising,  no  evidence  of  permanent  sedimentation  in 
the  reservoir  had  been  noted.  Subsequently,  however,  the  date  at 
which  the  gates  are  closed  in  order  to  fill  the  reservoir  completely 
by  the  end  of  the  flood  season  has  been  advanced  from  December  to 
about  the  middle  of  October.  Previously,  only  the  water-  of  the 
White  Nile  were  stored  for  irrigation,  and  the  floods  of  this  liver 
occur  in  December,  whereas  the  floods  of  the  Him-  Nile  are  not  com- 
pletely passed  l>\  the  end  of  October.  Recent  studies  have  indicated 
that  some  net  deposition  may  be  occurring  now.  although  the  amount 
is  so  small  that  it  may  be  within  the  limit  of  error  of  the  measurements. 

An  estimated  23,000,000  tons  of  sediment  was  deposited  in  the 
reservoir  during  the  period  August  iil  to  November  16,  1938  (///. 
/>.  52).  The  proportion  of  sediment  trapped  will  probably  increase 
in  the  Cut  ure.  as  the  date  for  closing  the  gates  will  have  to  he  advanced 
still  further  to  meet  the  expanded  irrigation  programs  contemplated. 
In  fact,  filling  during  years  of  low  flow  may  have  to  start  at  the 
crest  of  the  flood.  Although  the  annual  suspended  load  of  the  Nile 
above  Aswan  is  large,  it  is  only  one-tenth  a-  much  per  unit  of  drainage 
area  as  that  of  the  Colorado  River  above  Boulder  Dam. 

Dare  (  ;/)  give  the  results  of  a  carefully  controlled  practice  of 
waste  water  release  at  the  Burrinjuck  Reservoir  on  the  Murrumbidgee 
River  iii  New  South  Wales,  Australia.  The  Burrinjuck  Dam.  con- 
structed during  the  period  from  1908  to  1920,  is  247  feet  in  height  above 
foundation,  and  create-  a  reservoir  that  had  an  original  storage  capac- 
ity of  771,64]  acre-feet  at  spillway  elevation.  1,180  feet.  Outlets 
in  the  dam  consist  of  four  I ' -.-foot -diameter  pipe-  at  elevation  98 
two  lu  by  6-foot  Stoney  sluices  at  elevation  1,050,  and  one  15  hv 
8-foot  Stoney  sluice  at  elevation  1.110.  Measurements  of  water  and 
sediment  inf)ow  to  the  lake  during  the  period  July  1.  1910,  to  dune 
30,   1924,  showed  an  estimated  total   inflow   ^i   14,671.970  acre  feet 
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Figure  38. — Plan  showing  arrangement  of  sluice  gates  at  Aswan  Dam  on  the  Nile, 

Egypt.      I  After  Taylor.  I 

of  water  and  6,520  acre-feet  of  sediment  from  a  drainage  area 
of  approximately  5,000  square  miles.  This  represents  an  average 
sediment  concentration  of  0.0444  percent,  based  on  an  average  dry 
weight  of  64.16  pounds  per  cubic  foot.  During  the  last  8  years  of 
this  period  the  outflow  was  sampled  and  found  to  contain  an  average  of 
0.0249  percent  of  sediment,  As  the  inflow  is  highly  variable  and  sea- 
sonal, a  large  part  coming  in  flood  flows,  the  outlet  gates  could  be 
operated  to  waste  the  early  part  of  flood  flows.  The  sediment  load  is 
mostly  fine  material. 
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Jordana  (77)  claimed  thai  large-capacity  sluices  in  the  dam  of 
La  IVfiu  Reservoir  on  the  fiver  Grallego,  ;i  tributary  of  the  Ebro, 
Spain,  not  only  keep  the  reservoir  free  of  sediment,  bul  actually 
result  in  increasing  the  reservoir  capacity  by  causing  erosion  of 
original  bed  material.  The  Gallego  is  subject  to  large  Hoods  that 
transport  heavy  sediment  loads.  The  La  IVha  Dam.  creating  a 
reservoir  of  2(),;512  acre-feet,  was  completed  in  May  1923,  and  was 
equipped  with  two  galleries,  each  containing  three  sluices,  which 
are  capable  of  evacuating  ordinary  Hoods  with  little  backwater. 
After  each  draining,  the  old  river  bed  was  freed  of  sediment  by  the 
current  as  shown  by  the  clean  bed  gravel  and  banks  of  marl.  The 
conclusion  that  the  capacity  of  the  reservoir  increased  was  based  on 
comparison  of  original  survey  data  and  water  releases  measured  when 
the  reservoir  was  drained.  Because  of  this,  and  the  fact  that  observa- 
tions covered  a  period  of  only  1  year,  there  is  some  doubt  that  his 
conclusion  might  still  be  valid. 

According  to  Meyers  (89),  even  when  most  of  the  sediment  is 
gravel  or  pebbles,  sluicing  gates  can  be  effective  in  reservoirs  on  steep 
torrential  streams.  He  cites  a  dam  66  feet  high  on  an  Alpine  brook. 
Dornbirner  A.ache,  Austria,  where  the  "spacious  sluicing  arrange- 
ment,." left  open  in  heavy  floods,  permitted  the  "rolling  stones"  to  pass 
through.     The  reservoir  was  filled  with  water  in  small  storms. 

Appraisal. — Controlling  sedimentation  by  controlling  waste-water 
release  is  obviously  possible  only  when  water  can  be  or  must  be  wasted. 
The  method  is  applicable  only  when  a  reservoir  is  of  such  size  that 
a  small  part  of  large  Hood  Hows  will  fill  it.  ruder  these  conditions, 
the  development  of  low  permanent  dams  with  high  spillway  gates 
or  high  dams,  pierced  by  large  floodgates,  would  seem  to  offer  a  rela 
tively  satisfactory  solution  to  the  sedimentation  problem.  Either 
type  of  gate  is  expensive  to  install  and  operate;  their  use  generally 
boosts  the  initial  cost  of  the  storage  development.  By  prolonging 
the  life  of  the  reservoir,  however,  the  added  cost  may  be  more  than 
offsel  over  the  longer  period. 

hi  this  country,  large  floodgates  would  he  particularly  appropriate 
for  power  reservoirs,  where  only  small  storage,  or  pondage,  is  needed. 
In  fact.  Stoney  and  Tainter  gates  Id  to  •_'.">  feet  high  are  used  on  many 
power  dams  and  doubtless  are  effective  in  passing  part  of  the  sedi- 
ment load  that  is  carried  into  the  reservoir,  thereby  reducing  the  rate 
of  sedimentation  that  would  otherwise  prevail,  it  would  appear  to 
be  beneficial  at  some  plants,  however,  if  the  Hood-release  schedule 
could  be  readjusted  to  pass  the  early  part  of  Hood  Hows  with  gates 
wide  open,  and  store  only  the  latter  stages  of  the  How.  This  would 
require  better  flow  forecasting  than  is  now  available  on  many  stream-. 

Either  floodgates  of  the  spillway  type  or  undersluices  would  also  be 
useful  in  some  water  supply,  navigation,  and  Hood-control  reservoirs. 
Certain  types  of  Hood-control  reservoirs  in  this  country,  as.  for  e\ 
ample,  those  of  the  Miami  Conservancy  District  in  Ohio,  have  uncon- 
trolled outlets  that  pass  Hood  Hows  at  a  fixed  rate.  A  very  small  rate 
of  sedimentation  in  the  Miami  reservoirs  suggests  that  similar  open 
bigs,  controlled  by  gates,  might  have  desirable  effects  in  other  types 
of  reservoirs.  As  most  irrigation  reservoirs  in  this  country  are 
planned  with  a  view  toward  storing  a  relatively  high  proportion  of 
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the  total  annual  run-off,  the  use  of  floodgates  would  not  be  generally 
feasible.  If  the  dam  is  built  primarily  for  diversion  or  channel 
storage,  however  such  gates  would  be  useful. 

One  problem  connected  with  tall  gates  is  the  mechanics  of  raising 
and  lowering  them  rapidly.  Edgecombe  notes  that,  if  instead  of  using 
slowly  moving  cranes,  some  satisfactory  mechanical  device  could  be 
introduced  to  open  and  close  the  gates  rapidly,  their  height  could  be 
increased,  which  in  turn  would  increase  the  storage  that  could  he 
preserved  in  the  reservoir. 

REMOVAL  OF  SEDIMENT  DEPOSITS 

The  removal  of  sediment  deposits  from  a  reservoir  may  be  accom- 
plished by  a  variety  of  mechanical  and  hydraulic  methods,  which  have 
been  variously  described  as  excavation,  dredging,  siphoning,  draining, 
flushing,  flood  sluicing,  and  sluicing  aided  by  such  measures  as  hy- 
draulic or  mechanical  agitation  or  blasting  of  the  sediment.  All  of 
these  methods  are  measures  aimed  at  recovering  storage  space  behind 
the  dam  after  it  has  been  lost  through  the  deposition  of  sediment. 

The  removal  of  sediment  deposits  implies,  in  general,  that  the  de- 
posits are  sufficiently  compacted  or  consolidated  to  act  as  a  solid,  and 
therefore  are  unable  to  flow  or  move  under  their  own  weight.  The 
removal  of  fluid  or  semifluid  mixtures  of  mud  and  water  is  considered 
to  be  a  feature  of  the  control  of  sediment  deposition.  It  has  been 
found  that  on  the  bottom  of  most  reservoirs  there  is  a  complete  grada- 
tion between  the  fluid  layers  of  high  sediment  content,  which  can  lie 
withdrawn  from  bottom  gates,  and  the  firmly  compacted  sediment 
beneath,  which  will  move  only  in  response  to  mechanical  or  hydraulic 
pressures  applied  to  it.  Some  of  the  methods  described  here  require 
that  the  sediment  he  placed  in  a  state  of  suspension  in  order  to  permit 
its  withdrawal  from  the  reservoir.  Thus  withdrawal  itself  may  in- 
volve methods  identical  with  those  used  to  remove  sediment  before  it 
has  settled  and  become  firmly  compacted. 

EXCAVATION 

Excavation  is  the  removal  of  sediment  from  a  reservoir  basin  by 
hand-  or  power-operated  shovel,  dragline  scraper,  or  other  mechanical 
means.  The  methods  involve  draining  most,  or  all  of  the  water  from 
the  basin.  Most  of  the  reservoir  excavations  that  have  been  recorded 
appear  to  have  been  justified  by  some  special  conditions  that  left  few, 
if  any.  alternatives  to  he  considered. 

In  1877,  8,000  cartloads  of  mud  were  hauled  from  Bernhart  Reser- 
voir, one  of  the  sources  of  water  supply  for  Reading,  Pa.  ( /).  In  1892, 
a  large  amount  of  debris  was  excavated  from  the  Kittanning  Point 
Reservoir  at  Altoona,  Pa.  (2).  In  this  operation  30  teams  were  put  to 
work  hauling  away  the  sediment  and  dumping  it  onto  3  or  4  different 
places  above  the  reservoir.  Because  of  the  large  amount  of  organic 
material  contained  in  the  accumulation,  however,  objections  were  raised 
by  local  residents  to  the  odor  of  the  dumped  material,  and  the  operation 
was  consequently  abandoned.  It  is  reported  that  similar  excavations 
had  been  previously  made,  without  objection,  in  water-supply  reser- 
voirs at  Jeannette,  Pa.,  and  Sing  Sing,  N.  Y. 
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The  Sierra  Madre  flood-control  dam  was  completed  in  February 
L928  by  the  Los  Angeles  Comity  Flood  Control  District  to  prevent 
damage  by  debris  flows  into  Sierra  Madre, Los  Angeles  County.  Calif. 
The  original  capacity  of  the  storage  basin  below  spillway  level  was  4!) 
acre-feet.  During  the  flood  of  March  2,  1938,  this  basin  received  de- 
posits of  38. 9  acre-feet,  which  rendered  it  almost  valueless  for  further 
flood  protection.  During  the  period  July  31-September  22,  1939,  the 
district  excavated  by  power  shovels,  and  removed  from  the  basin  by 
trucks,  a  total  of  21.2  acre-feet  of  deposits.  The  material  was  hauled 
to  the  nearest  available  dumping  "round  about  1  mile  distant. 

During  the  same  period  in  1939,  27.3  acre-feet  of  sediment  was  ex- 
cavated from  the  basin  created  by  the  Puddingstone  diversion  dam 
on  San  Dimas  Creek.  Although  exact  records  of  the  cost  of  these 
operations  are  not  available,  it  is  known  that  costs  of  debris  removal 
range  from  $0.25  to  $1  per  cubic  yard  throughout  this  region.  The 
cost  of  cleaning  the  Haines  Canyon  debris  basin  after  the  flood  of 
January  1,  1934,  was  30  cents  per  cubic  yard  ($484  per  acre-foot),  and 
here  the  material  was  hauled  an  average  distance  of  only  500  feet. 

The  commercial  value  of  sand  and  gravel  sometimes  makes  reservoir 
excavation  feasible.  The  city  of  Pasadena,  Calif.,  lias  made  a  practice 
of  selling  the  deposits  in  Devil's  Gate  Reservoir  built  within  the  city 
for  flood  control  by  the  Los  Angeles  County  Flood  Control  District. 
Between  1920  and  11)34,  more  than  47  acre-feet  of  sediment  was  exca- 
vated by  local  contractors  for  building  and  road  construction.  Not 
only  was  this  much  storage  space  gained  at  no  cost  to  Pasadena,  but 
the,  city  obtained  a  nominal  revenue  from  this  operation. 

These  examples  of  excavation  involved  the  use  of  hand  labor  or 
power  shovels  for  loading  carts  or  trucks.  Other  methods,  currently 
in  use  for  excavation  at  dam  sites  or  elsewhere  might  also  be  used 
to  remove  sediment  from  reservoirs.  Lazear  (<s'5)  has  recorded  the 
use  of  dragline  excavation  in  an  irrigation  reservoir  owned  by  the 
Garmesa  Orchards  Co.  at  Fruita.  Colo.  When  loss  of  storage  capacity 
in  this  reservoir  became  excessive  a  first  attempt  was  made  to  control 
silting  by  building  a  settling  basin  above  the  main  reservoir.  When 
this  had  filled  within  a  few  years,  the  owners  tried  to  excavate  sedi- 
ment with  scrapers  and  teams,  but  it  was  found  that  even  after  the 
reservoir  had  been  dry  for  several  months  layers  of  sediment  just  below 
the  top  crust  were  so  wet  and  mucky  that  the  crust  would  not  hold 
u])  a  man,  much  less  a  team  pulling  a  scraper.  As  a  result,  in  the 
spring  of  1918,  the  company  installed  a  dragline  outfit  consisting  of 
a  '..-cubic  yard  lever-type  bucket  on  a  cable,  operated  by  a  50-horse- 
power  engine  and  a  hoist.  The  excavator  was  said  to  handle  easily 
125  to  150  cubic  yards  a  day.  After  2  months  of  work,  a  hole  200  by 
75  feet  in  area  by  20  feet  deep  hail  been  excavated.  The  material  was 
dumped  below  the  main  reservoir  dam. 

The  city  of  Cordell.  Okla..  excavated  considerable  sediment  from 
its  water  supply  reservoir  in  L926-27  without  completely  draining 
it  ('/").  A  double-drum  tractor  hoist  mounted  on  a  Fordson  tractor 
was  set  up  on  shore  where  the  lake  was  150  feet  wide  and  was  -died 
lor  800  feet  upstream.  A  bridle  cable  was  stretched  aero—  the  lake 
and  a  Sauerman  Crescent  dragline  scraper  was  used  for  hauling  out 
the  sediment.      The  equipment  was  moved  a-  needed. 
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Saville  {105,  pp.  26-27),  after  studying  methods  of  removing  sedi- 
ment from  small  power  reservoirs  on  the  Deep  River,  in  North  Caro- 
lina, came  to  the  conclusion  that  "the  use  of  movable  drag-line  exca- 
vators *  *  *  appears  to  be  the  cheapest  and  most  feasible  method 
for  silt  removal  in  existing  ponds.'1  He  found  that  a  iy2-cubic  yard 
excavator  could  readily  be  moved  from  pond  to  pond  and,  in  most 
cases,  operated  economically  from  the  banks.  Sand  of  good  quality, 
for  which  there  was  a  ready  local  market,  could  be  taken  from  several 
reservoirs  and  sold  to  pay,  in  part,  for  the  cost  of  excavation.  He 
considered  the  value  of  the  increased  pondage  to  be  worth  the  remain- 
ing cost  of  operation.  Saville  estimated  that  at  installations  then 
existing  (1922)  at  least  20,000  horsepower-hours  were  lost  daily  for  150 
days  annually  due  to  inability  to  store  night  flow.  At  as  low  a  cost  as 
one-half  cent  per  horsepower-hour,  this  amounted  to  $15,000  per  year. 
The  annual  cost  of  operating  the  scraper,  he  estimated,  would  not 
amount  to  nearly  tins  sum  when  averaged  over  several  years. 

Appraisal. — It  is  readily  apparent,  from  a  consideration  of  the 
costs  involved,  that  excavation  is  economically  feasible  only  under  very 
special  circumstances.  There  are  few  places  where  excavation  by 
power  shovel  and  dump  truck  could  be  accomplished  at  a  cost  of  less 
than  $400  per  acre-foot  of  storage  gained.  Costs  for  dragline  excava- 
tion in  reservoirs  of  significant  size  probably  would  run  at  least  $150  to 
$200  per  acre-foot,  even  if  material  could  be  dumped  just  outside  the 
reservoir  basin.  In  the  excavation  of  farm  ponds  by  dragline  scraper 
or  drag  scraper  and  team,  costs  as  low  as  7  or  8  cents  per  cubic  yard, 
or. slightly  more  than  $100  per  acre-foot,  have  been  obtained  by  the 
Soil  Conservation  Service,  but  not  more  than  a  few  acre-feet  of  easily 
worked  soil  are  excavated,  and  the  material  is  moved  but  a  short 
distance. 

Where  excavated  material  can  be  sold  for  commercial  sand  or  gravel, 
the  cost,  if  an}',  to  the  reservoir  owner  may  be  small  enough  to  justify 
such  an  operation.  Only  reservoirs  of  low  capacity-inflow  ratio  or 
those  on  torrential  mountain  streams  contain  predominantly  coarse 
deposits,  however.  The  possibility  of  selling  fine  deposits  of  silt  and 
clay,  usually  high  in  plant-food  elements,  for  spreading  on  erosion- 
depleted  soils  is  also  worth  investigating. 

The  excavation  of  silt  and  clay,  which  constitute  most  of  the  material 
in  larger  reservoirs,  is  more  difficult  than  the  excavation  of  sand  and 
gravel.  Fine-textured  sediment  cannot  be  excavated  easily  from  large 
reservoirs  unless  it  is  relatively  fluid  or  relatively  compact.  In  the 
semifluid  state  that  exists,  often  for  many  months,  after  a  reservoir  is 
drained,  it  will  not  readily  support  excavating  equipment. 

It  appears  that  excavation,  in  this  country,  would  be  useful  mainly 
(1)  in  relatively  small  flood-control  reservoirs  and  debris  basins,  (2) 
in  small  power  reservoirs  where  it  is  important  to  maintain  a  certain 
pondage  or  regulating  pool,  and  (3)  to  a  limited  extent  in  small  water- 
supply,  irrigation,  or  special-purpose  reservoirs.  Many  water-supply 
storage  or  distributing  reservoirs,  which  are  generally  fed  entirely  by 
diversion  and  have  no  natural  drainage  basins,  are  excavated  periodi- 
cally. A  rather  extensive  literature  on  costs  of  excavating  this  type 
of  settling  basin  or  storage  basin  may  be  found  in  the  water-works 
journals. 
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One  of  the  critical  problems  involved  in  excavation,  as  well  as  in 
other  methods  of  removing  sediment  deposits  from  reservoirs,  is  dis 
position  of  the  material.  A.s  excavation--  are  usually  carried  out  on  a 
comparatively  small  scale,  this  problem  is  not  so  important  as  when 
dredging  or  sluicing  is  resorted  to,  bul  the  cos!  of  land  for  sediment 
disposal  or  of  easements  for  damage  must  be  borne  in  mind. 

DREDGING 

Dredging  involves  the  removal  of  deposits  from  the  bottom  of  a 
reservoir  and  their  conveyance  to  some  other  point  by  mechanical  or 
hydraulic  means  while  water  storage  is  being  maintained.  Certain 
methods  are  intermediate  between  dredging  and  sluicing,  such  ib  those 
described  by  Bonnet  and  Hughes  (see  pp.  109-110),  which  involve 
fixed  systems  of  pipe  on  the  bottom  of  the  lake  that  permit  periodic 
flushing  of  bottom  deposits  through  the  dam.  In  this  publication 
such  fixed  systems  are  considered  as  varieties  of  sluicing,  and  flexible 
systems  are  considered  as  dredging. 

Dred<rin^  practices  may  be  divided  into  three  main  classes:  (1) 
Mechanical  dredging  by  bucket,  ladder,  or  clamshell  and  barge;  (2) 
suction  dredging  with  a  floating  pipe  line  and  a  pump  usually  mounted 
on  a  barge;  and  (.'$)  siphon  dredging,  with  a  floating  pipe  extending 
over  the  dam  or  connected  to  an  opening  in  the  dam.  and  usually  with 
a  vacuum  priming  pump  on  a  barge. 

A  Hoard  of  Army  Engineers  considering  plans  lor  San  Carlo-  Res 
ervoir  on  the  Gila  River,  Ariz...  in  L913  (  123,  p.  \ ) )  concluded  that  the 
use  of  ladder  or  sucl  ion  dredges  would  be  t  he  most  feasible  of  a  Dumber 
of  suggested  methods  of  sedimenl  removal,  and  that  the  most  effective 
means  of  conveying  the  dredged  material  to  the  dam  for  disposal 
downstream,  with  an  average  haul  of  about  4  miles,  would  be  self- 
propelled  barges  rather  than  pipe  lines  and  pumps. 

Hughes,  in  an  appendix  of  the  Army  Board's  Report  (  123,  /'.  /■''.' 
163),  estimated  that  annual  dredging  of  6,000,000  cubic  yards  would 
cost  not  more  than  .r>  cents  per  cubic  yard  ($80  per  acre  foot  ),  including 
interest  and  depreciation  at  10  percent  on  a  dredging  plant  to  COSl 
$1,200,000,  which  included  $200,000  for  a  small  hydroelectric  power 
plant  at  the  dam.  lie  emphasized  the  fact  that  power,  which  consti- 
tutes so  huge  a  part  of  operating  expenses,  would  be  provided  either 
direct  ly  or  indirect  ly  by  t  he  water  power  at  t  he  dam. 

Hughes  pointed  out  that  the  discharge  of  sediment  from  the  resei 
voir  should  be  nearly  proportional  to  the  discharge  of  water,  for  other- 
wise there  would  be  a  likelihood  of  raising  the  river  Ix'd  below  the  dam. 

The  dredge  could  be  operated,  however,  on  one.  two,  or  three  S  hour 
shifts,  thus  making  it  possible  for  the  output  of  the  plant  to  vary  with 
the  amount  of  water  to  be  discharged  from  the  reservoir.  Further- 
more, he  concluded  that  it  would  he  cheaper  in  first  COSl  and  more 
economical  in  operation  to  have  two  dredges  of  comparatively  large 
capacity  rather  than.  say.  six  dredges  of  one-third  the  capacity. 

tn  Hughes'  plan,  dredging  would  cover  an  area  of  7,500  acres  nearest 
the  dam:  the  remote  part.-  of  the  reservoir  would  be  abandoned,  for 
tin'  principal  item  in  the  operating  cost,  whatever  the  mode  of  dredg 
ing,  would  be  conveyance  of  the  sediment.      Dredging  would  not   c\ 
tend    into  all   indentation-  of  the  shore   line.       The   floor  of  the   area 
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of  desilting  would  be  maintained  at  an  average  elevation  of  10  feet 
above  the  original  valley  floor,  partly  because  of  irregularities  in  the 
topograph}'  and  partly  because,  at  any  time,  only  a  portion  of  the  area 
would  be  down  to  grade,  the  remainder  being  "bank"  10  to  20  feet  high, 
which  could  be  dredged  more  economically  than  the  flat  surface  of  the 
sediment. 

Dredging  of  the  Booysens  Spruit  Reservoir,  the  main  source  of 
water  supply  for  the  gold  mines  controlled  by  Rand  Mines  Ltd.  in 
South  Africa,  has  been  one  of  the  largest  operations  of  mechanical 
reservoir  dredging  in  recent  years  (11).  The  original  capacity  of  this 
reservoir  is  reported  to  have  been  between  3,000  and  3,500  acre-feet. 
With  the  passing  of  the  years,  waste  from  soil  erosion  and  slimes  from 
surrounding  mine  dumps  reduced  the  capacity,  until  in  1934  it  was 
only  528  acre-feet.  As  a  result,  dredging  operations  were  begun  in 
December  1934.  The  equipment  used  consisted  of  one  Diesel  clam- 
shell dredge  with  a  35-foot  boom  and  a  1%-cubic  yard  bucket  mounted 
on  a  Diesel-operated  tug,  three  60-cubic  yard  hopper  barges,  and  one 
Diesel  clamshell  dredge  with  a  50-foot  boom  and  a  D/^-cubic-yard 
bucket  mounted  on  caterpillars,  and  operated  from  shore. 

The  clamshell  dredge  mounted  on  the  tug  dug  and  elevated  sediment 
from  a  maximum  depth  of  35  feet  below  water  level  and  discharged  it 
into  the  barges.  The  fully  loaded  barges  were  then  towed  by  the  tug 
to  a  position  alongside  the  dam  where  the  caterpillar  mounted  clam- 
shell operating  on  top  of  the  dam  emptied  the  barges,  and  dumped  the 
sediment  over  the  dam  onto  a  limited  dumping  area.  Later  when  this 
dumping  area  was  filled,  the  caterpillar  clamshell  would  move  from 
the  dam  to  the  foreshore  where  it  would  discharge  the  sediment 
through  a  hopper  bin  into  1-cubic  yard  tip  wagons,  which  would  trans- 
port and  dump  the  sediment  onto  the  adjoining  flats.  In  the  6  months 
following  December  1934,  2  shifts  per  day  were  worked,  after  which 
1  shift  per  day  was  worked  for  another  7  months.  During  this  period 
152  acre-feet  of  sediment  was  removed  from  the  reservoir.  It  was  in- 
tended at  that  time  to  continue  these  operations  until  approximately 
four  times  this  amount  had  been  removed.  The  average  cost  of  dredg- 
ing during  the  13-month  period  was  $0.09fi  per  cubic  yard  ($155  per 
acre-foot),  which  included  all  charges  except  depreciation  and  interest 
on  the  equipment. 

One  of  the  earliest  recorded  suction  dredging  operations  on  a  reser- 
voir was  that  by  the  city7  of  Baltimore,  Md.,  in  Lake  Roland,  one  of  its 
early  water-supply  reservoirs.  City  records  show  that  excavation  by 
wheelbarrow  and  cart  was  begun  in  July  1872,18  but  in  a  few  years  was 
superseded  by'  suction  dredging,  which  was  continued  intermittently 
thereafter  for  many  }ears.  By  1900  at  least  142  acre-feet  of  sediment 
had  been  dredged  from  this  reservoir  at  an  average  cost  of  $322.41  per 
acre-foot.1''  This  cost,  equal  to  $0.1974  per  cubic  yard,  is  based  on  the 
contract  price  of  a  dredging  company,  but  included,  in  addition  to 
dredging,  a  trimming  up  of  the  slopes  around  the  lake. 

The  original  Loch  Raven  Reservoir,  built  by  Baltimore  on  the  Gun- 
powder River  in  1881  with  a  capacity  of  1,565  acre-feet,  was  reduced 
by  silting  to  239  acre-feet  in  1900,  although  some  material  had  been 


18  See  footnote  5,  p.  8. 

"•Baltimore  Water  Board,     report  of  the  water  board,  1900.     Ann.  Rpt.  Water  Dept., 
Baltimore,  Md.,  pp.  3-25.      1901. 
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dredged  from  it  between  1896  and  L900.  In  L900,  the  city  purchased  a 
suction  dredge,  which  was  operated  continuously  until  the  fall  of  L911. 
The  mud  from  the  bottom  of  the  reservoir  was  pumped  through  a  long 
pipe-line  to  a  point  below  the  dam.  This  dredging  not  only  removed 
sediment  equivalent  to  the  entire  amount  entering  the  lake  (luring  this 
period,  bul  increased  the  capacity  of  the  reservoir  by  307  acre-feet 
during  the  period  {133).  Operating  costs  during  the  first  4  years  of 
dredging  averaged  $0,055  per  cubic  yard,  or  $89  per  acre-foot.  In  1910, 
however,  the  operating  cost  was  $0,099  per  cubic  yard  ($160  per  acre- 
foot).  It  seems  probable  that  it'  amortization  of  equipment  and  other 
costs  including  overhead  were  added,  the  total  cos)  would  not  have  been 
much  lower  than  that  paid  ($0.1974)  to  the  dredging  company  that 
previously  performed  this  work  for  the  city. 


Fni  ui.  39.     Dredge  boat  on  White  Rock  Lake,  near  Dallas.  Tex. 


The  most  extensive  reservoir  suction-dredging  operation  undertaken 
in  the  past  few  years  is  that  on  White  Rock  Lake  at  Dallas,  Tex.  The 
use  of  this  reservoir  as  a  source  of  water  supply  was  discontinued  in 
1928,  partly  because  a  larger  reservoir  had  been  huilt  to  meet  the  in- 
creased  demands  of  a  growing  city,  and  partly  because  -ilting  had 
reduced  the  capacity  of  White  Hock  Lake  by  more  than  15  percent  in 
L4-.  year-.  After  L928,  White  Rock  Lake  rapidly  became  a  popular 
recreational  spot,  and  has  enhanced  the  value  of  nearby  property  h\ 
an  estimated  $10,000,000.  \\\  1937,  silting  and  unhealthful  swamping 
had  become  so  pronounced  in  a  large  area  in  the  upper  part  of  the  lake 
that  an  8-inch  suction  dredge  (fig.  '">'•')  was  constructed  to  cut  channels 
through  the  reservoir  delta  and  dump  the  sediment  on  island-  that 
could  be  beautified  for  recreational  use.  A  %-yard  dragline  was  used 
to  a  lesser  extent. 
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According  to  records  of  the  Dallas  Director  of  Parks,  approximately 
86  acres  were  reclaimed  in  the  lake  and  583,320  cubic  yards  of  sediment 
were  moved.  The  original  cost  of  the  dredge  was  $33,656.34;  the  cosl 
of  its  operation  for  about  3  years  was  $74,940.96;  the  cosl  of  the  dragline 
was  $6,913.90;  and  the  cost  of  its  operation  was  $7,489.23;  making  a 
total  cost  of  $123,000.43.  Deducting  $5,000  received  by  resale  of  the 
dragline  and  allowing  $5,000  for  the  resale  value  of  the  dredge,  the 
total  cost  of  the  project  was  $113,000.  The  cost  per  cubic  yard  moved 
was  $0.1937,  or  approximately  $312.50  per  acre-foot.  It  should  be 
noted,  moreover,  that  sediment  was  not  moved  out  of  the  reservoir,  but 
was  moved  only  a  few  hundred  feet,  on  an  average,  to  the  man-made 
islands  within  the  lake. 

Meyers  (8,9)  and  Orth  (95,  />.  355)  have  outlined  an  almost  identical 
scheme,  known  as  the  "Jandin  method,  for  siphoning  material  through 
the  dam.  Orth  considers  this  method  much  better  than  the  rigid 
system  of  Bonnet.  Jandin,  an  engineer,  developed  and  used  this  method 
during  a  period  of  3  years,  1892-94.  to  remove  sediment  from  the 
Djidiouia  Reservoir  in  Algeria.  This  reservoir,  built  in  1873-75  for 
water  supply,  had  an  original  capacity  of  2,02.")  acre-feet,  which  was 
seriously  depleted  within  10  years  after  construction.  The  content  of 
sediment  in  the  inflow  is  reported  to  average  about  3  percent  [by 
volume?],  with  a  maximum  concentration  of  7  percent  during  flood 
flows. 

Two  sluice  gates,  3.77  feet  in  diameter,  in  the  base  of  the  dam,  were 
not  adequate  to  prevent  rapid  silting.  Tn  1892  Jandin  contracted  to 
remove  !»T2  acre-feet  of  deposits  at  a  cost  of  $24  per  acre-foot.  His 
scheme  consisted  of  a  flexible  pipe,  24  inches  in  diameter,  capable  of 
discharging  54  second-feet  under  normal  operating  conditions,  passing 
from  an  opening  in  the  base  of  the  dam  to  free-floating,  sheet  iron 
pontoons  which  permitted  the  pipe  to  be  moved  around  the  reservoir 
within  a  radius  of  about  1  mile.  A  turbine,  installed  near  the  mouth 
of  the  pipe  and  actuated  by  the  pipe-line  flow,  was  coupled  to  a 
wheeled  chopping  instrument  near  the  end  of  the  pipe,  which  was 
designed  for  stirring  up  the  sediment. 

In  the  radius  of  action  of  the  equipment,  the  deposits  were  48  to  52 
feet  thick,  and  were  rather  compact  in  their  lower  part.  Water  was 
sufficient  for  the  desilting  operations  only  in  the  spring  during  floods 
of  relatively  short  duration.  Nevertheless,  in  3  years,  1,135  acre-feet 
of  silt  and  clay  was  removed;  but  of  this  amount,  only  405  acre-feet 
was  estimated  to  be  previously  accumulated  deposits,  the  remainder 
having  come  in  during  the  years  of  operation.  The  obvious  defect  of 
I  lie  system  was  the  amount  of  water  required  for  successful  operation. 

On  the  basis  of  his  experience.  Jandin  proposed  that  the  dam  be 
raised  26  feet  to  increase  the  capacity  from  that  remaining  in  1894. 
5G7  acre-feet,  to  6,485  acre-feet.  This  would  make  the  reservoir 
larger  than  just  sufficient  to  supply  the  necessary  irrigation  needs, 
which  is  apparently  a  requirement  for  the  operation  of  such  a  method. 
The  operations  had  shown  that  so  much  water  was  required  to  loosen 
and  remove  the  old  compacted  sediment  that  Jandin  proposed,  hence- 
forth, to  concentrate  primarily  on  removing  the  incoming  sediment 
before  it  had  an  opportunity  to  compact ;  and  only  during  unusual 
floods,  when  ample  water  was  available,  would  an  attempt  be  made  to 
work  in  the  old  material.     The  proposed  scheme  would  have  a  pipe 
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line,  1  \  i  miles  long,  increasing  in  diameter  toward  the  dam  from  1.31 
feet  to  3.28  feet.  To  this  pipe  line  would  be  attached  LOO  branch  lines. 
66  feet  apart  and  5  inches  in  diameter,  extending  from  the  lake  sur- 
face to  approximately  the  level  of  the  sediment.  By  moving  (he  pipe 
line  in  the  radius  of  the  action,  all  sediment  in  (he  lower  part  of  the 
reservoir  would  he  within  effect  of  suction.  It  appears  that  in  this 
reservoir,  density  currents  were  operative  and  accounted  for  accumu- 
lation of  most  of  the  silt  and  clay  in  the  lower  part  of  the  reservoir 
basin.  Jandin  computed  that  in  a  reservoir  of  115-foot  depth,  (his 
system  would  use  35  to  111  second-feet  of  water,  according  to  the  reser 
voir  stage. 

Jandin  estimated  that  the  cost  of  the  plant  would  be  about  $50,000; 
the  operating  cost  about  $5,000  annually.  Adding  12  percent  for 
interest,  amortization  and  maintenance,  he  estimated  the  total  annual 
cost  to  be  $11,000. 

Vbgt  {131)  has  described  another  siphoning  method  involving  the 
following  features:  A  large  tunnel  would  he  driven  through  wall 
rock  or  a  conduit  would  be  laid  along  one  of  the  side  slopes  of  the 
reservoir  basin.  The  lower  end  of  the  tunnel  or  conduit  would  go 
through  the  dam  or  through  rock  to  which  the  dam  was  buttressed,  so 
that  water  released  from  the  tunnel  could  he  diverted  into  canals  or 
allowed  to  (low  downstream.  The  tunnel  would  extend  up  the  basin 
to  within  less  than  a  mile  of  the  upper  limit  of  the  desilting  area,  at 
which  point  it  should  he  on  the  elevation  (,f  the  reservoir  floor.  From 
the  end  of  the  tunnel,  however,  a  pipe  would  extend  to  a  small  up- 
stream  dam  designed  to  give  a  water  head  of  20  feet  in  the  tunnel. 
In  a  reservoir  more  than  160  feel  deep  at  the  dam,  the  bottom  of  the 
tunnel  would  he -JO  feet  below  the  reservoir  Surface.  The  tunnel  would 
have  no  grade  (  fig.  40). 

Standpipes  would  be  connected  to  the  tunnel  at  intervals  deter- 
mined by  the  effective  radius  of  action  of  the  sediment  removal 
apparatus  (about  two-thirds  of  a  mile).  Telescoped  into  the  stand- 
pipes  would  be  vertical  pipes,  or  risers,  revolving  on  their  axis  and 
held  up  by  floats,  which  would  thus  allow  continued  functioning  with 
fluctuation  of  water  level  (up  to  13  feet  in  Yogt's  illustration).)  A 
flexible-joint  pipe  line,  mounted  on  floats,  riding  just  beneath  the 
water  surface  would  connect  the  risers  with  the  siphon  tubes. 

The  siphon  tubes  would  be  hung  from  floats,  beneath  which  a  car 
frame  is  supported  by  cables  or  drawbars  and  is  raised  and  lowered  b) 
counterweights  mounted  on  a  drum.  The  car  frame  carries  the  lower 
half  of  a  siphon  tube  which  is  telescoped  into  the  upper  half  suspended 
from  the  float.  The  car  frame  glides  over  the  surface  of  the  scdi- 
ment  and  is  so  balanced  by  (he  weights  that  it  changes  elevation  as 
needed. 

The  lower  end  of  the  siphon  tube  is  bent  in  a  right  angle  so  as  to 
point  toward  the  direction  of  travel.  According  to  Yogt.  the  differ 
ence  in  pressure  between  the  reservoir  water  and  water  in  the  tunnel 
would  draw  the  car  frame  forward.  A  chain  and  hook  suspended 
from  a  chain  wheel  on  the  car  frame  is  Used  to  remove  obstacles  such 
as  limbs  and  brush  lodged  in  the  sediment.  It  also  stirs  up  the  sedi 
ment  somewhat. 

Considerable  point  is  made  of  gas  in  t  he  sediment  and  the  riecessil  \ 
of  having  a  "self  deaerating"  siphon. 
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Plon     view 


B.  Cross    section 

Figure  40. — Plan  of  siphon  dredging.     (After  Vogt.) 

For  a  "typical"  reservoir  as  shown  in  figure  40.  .1,  Vogt  concludes 
that  with  a  3.28-foot  diameter  pipe  line,  with  a  radius  of  action  of 
3,280  feet,  a  maximum  depth  to  sediment  of  164  feet,  water  level  in  the 
tunnel  32.8  feet  below  the  top  of  the  dam  and  a  difference  of  20  feet 
between  water  level  in  the  upper  basin  and  main  reservoir,  the  plant 
could  discharge  48  second-feet,  removing  a  little  more  than  4  acre- 
feet  of  sediment  per  24  hours.  He  computed  the  initial  cost  of  the 
installation  to  be  $283,010,  and  the  annual  operating  expense  and  in- 
terest (at  10  percent ! )  and  depreciation  (at  4  percent !)  for  operating 
on  one  8-hour  shift  300  days  as  $50,537.  The  cost  of  desilting  would 
thus  be  $0.26  per  cubic  yard  ( $419  per  acre-foot ) .  On  a  24-hour  work- 
ing schedule  the  cost  could  be  reduced  to  $0.14  per  cubic  yard  ($226  per 
acre-foot). 

Sergaeev  (110)  described  a  proposed  siphon  dredging  scheme  for 
desilting  off-channel  reservoirs  on  the  flood  plain  of  the  Murghab 
River  in  Turkestan,  U.  S.  S.  R.  The  main  features  of  this  scheme 
(fig.  41)  are  a  pipe  line  with  flexible  joints  (a),  extending  from  the 
river  (b)  through  the  earth  embankment  (c)  of  the  reservoir  to  a  float 
consisting  of  two  long  narrow  boats  (V/),  similar  to  canal  boats,  held 
rigidly  several  feet  apart  by  cross  bars  (e).  A  rotating  shaft  (/') 
extending  tyetween  the  inner  edges  of  the  boats  is  so  rigged  as  to 
form  a  hand-operated  windlass  for  raising  and  lowering  a  flexible 
suction  pipe  (g).  The  nozzle  on  this  pipe  (h)  is  protected  against 
sucking  in  large  debris  by  an  angle-iron  grid.     Above  the  nozzle  mouth 
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is  attached  a  rather  flat,  hollow,  truncated  metal  cone  ( /')  with  it-  wide 
base  turned  upward.  This  cone  prevents  the  nozzle  from  sucking 
water  from  immediately  above  it  and  spreads  the  suction  to  a  greater 
area,  thereby  pulling  in  more  sediment.  By  changing  the  distance 
between  the  lower  side  of  the  cone  and  the  bottom  of  the  reservoir,  it 
is  possible  to  regulate  partially  the  velocity  of  inflow  and  sediment 
concentration. 

As  the  pipe  is  held  by  pontoons  (/,)  just  below  the  water  level  in 
the  reservoir  and  as  the  river  end  of  the  pipe  i:-  well  below  reservoir 
surface,  the  apparatus  acts  as  a  siphon.  A  valve  (/«.)  is  installed  in 
the  pipe  near  the  river  end.  however,  so  that  it  may  he  primed  with 
water,  if  necessary,  to  start  the  siphonic  action.  The  author  claims 
that  his  method  will  clean  sediment  from  a  reservoir  at  a  cost  equiva- 
lent to  $4.84  per  acre-foot,  including  amortization  of  equipment.  It 
seems  extremely  doubtful  whether  such  a  low  cost  could  he  obtained, 
even  for  operating  expenses,  under  the  American  economic  system. 

Saville  (105,  />.  .!('>)  discussed  pumping  from  a  floating  dredge  on 
small  power  reservoirs  in  North  Carolina.  This  method  would  Ik- 
advantageous,  he  says,  because  both  sand  and  silt  could  be  dredged,  the 
sand  automatically  separated  for  commercial  uses,  and  the  silt  pumped 
to  farms  for  fertilizing  purposes.  The  chief  difficulty  in  small  reser- 
voirs, however,  would  he  that  of  moving  a  pumping  unit  from  pond 
to  pond.  Cost  would  make  it  impracticable  to  use  a  separate  unit  for 
each  pond. 
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C— Suction  apparatus 


1'iuiKK  41,     Plan  of  siphon  dredging      (After  Sergaeev  > 
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In  1940,  33,506,651  cubic  yards  of  material  was  dredged  at  an  aver- 
age cost  of  $0,176  per  cubic  yard  on  93  Federal  river  and  harbor 
(hedging  projects  on  the  Atlantic  and  eastern  Gulf  coasts.  The  dredg- 
ing involved  movement  of  50,000  to  2,000,000  cubic  yards  per  project, 
and  was  done  by  all  types  of  equipment,  including  hopper  dredges, 
clamshell  dredges,  and  pipe-line  suction  dredges.  Costs  ranged  from 
as  low  as  4.  cents  to  as  high  as  67  cents  per  cubic  yard,  but  were  not 
proportional  to  the  amount  of  material  dredged. 

The  Army  Engineers'  estimate  for  maintenance  dredging  on  all 
Ohio  River  navigation  pools  is  $0,225  per  cubic  yard. 

Appraisal. — Dredging,  even  on  the  smallest  scale,  entails  expendi- 
tures of  several  thousand  dollars  for  equipment,  and  the  equipment 
generally  available  today  cannot  be  readily  transported  from  one  lake 
to  another.  Therefore  dredging  operations  are  usually  undertaken 
only  on  lakes  of  considerable  size,  and  when  a  relatively  large  quan- 
tity of  sediment,  ordinarily  several  hundred  acre-feet  annually,  is  to 
he  removed. 

The  minimum  operating  costs  on  the  larger-scale  dredging  projects 
may  he  expected  to  run  at  least  $50  per  acre-foot  of  storage  space 
recovered.  Including  amortization  of  equipment  and  depreciation, 
overhead,  and  other  expenses,  it  seems  unlikely  that  total  costs  would 
run  much  less  than  $150  per  acre-foot.  Actual  costs  on  various  projects 
have  been  given  in  this  chapter. 

Dredaiii"'.  in  common  with  most  other  forms  of  sediment  removal, 
becomes  more  costly  as  the  deposits  become  more  compacted.  The 
costs  are  still  further  increased  if  vegetation  such  as  tamarisk  has 
grown  up  within  the  reservoir  area,  as  it  has  in  San  Carlos  and 
Elephant  Butte  Reservoirs. 

From  available  records,  it  appears  that  dredging  has  been  most 
often  undertaken  because  of  a  desire  to  maintain  a  lake  at  some  par- 
ticular location,  rather  than  merely  to  maintain  a  certain  storage 
capacity.  Water  filtration  plants,  for  example,  are  often  adjacent  to 
water  supply  reservoirs.  The  cost  of  building  new  filter  plants  or 
laying  long  supply  lines  to  the  nearest  available  replacement  reservoir 
site,  added  to  the  cost  of  constructing  the  new  reservoir,  may  be  greater 
than  the  cost  of  dredging.  A  recreational  reservoir,  such  as  White 
Rock  Lake,  may  be  (hedged  to  maintain  surrounding  property  values, 
not  to  gain  storage  space.  A  reservoir  such  as  Carnegie  Lake  {63) 
at  Princeton.  N.  J.,  used  for  collegiate  rowing,  may  be  dredged  because 
it  is  adjacent  to  the  University,  although  this  operation  may  be  more 
expensive  in  the  long  run  than  building  a  new  reservoir  some  miles 
distant. 

Numerous  authors  have  expressed  the  opinion  that  at  the  present 
time  dredging  is  not  economically  feasible  for  most  water-storage 
projects,  that  is,  the  return  from  services  rendered  by  these  projects 
will  not  stand  the  cost  of  sediment  removal  by  the  ordinary  dredging, 
but  costs  may  become  justifiable  as  sites  become  scarcer  and  the  value 
of  their  services  increases. 

The  ultimate  value  of  reservoir  sites  must  be  measured  by  the  lowest 
cost  for  sediment  removal  and  disposal  less  the  return,  if  any,  from 
sale  of  the  material  for  construction  or  for  soil  improvement  and  land 
reclamation.  Undoubtedly  some  form  of  dredging  will  eventually 
prove  to  be  the  cheapest  widely  applicable  method  of  sediment  removal. 
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Orth  (95,  [>.  356)  gives  the  following  appraisal  of  dredging,  based 
on  European  experiences: 

Dredgings  of  storage  reservoirs  are  undertaken  Id  cases  where  the  building 
<if  a  bypass  is  impossible  and  where  flushings  are  not  successful  \iostl\ 

used  are  floating  dredges,  bucket-chain  dredges,  or  best,  suction  dredges 
ilredging  at   greater  depth    [than    131    feel    with   special   dredges]    would  prove 
uneconomical  or  impossible    *    *    * 

The  disposal  Of  the  dredged  material,  of  course,  has  its  difficulties.  * 
it  is  rarely  profitable  to  use  these  ideal  substances  for  building  punxises  because 
of  the  distance  between  the  dredging  place  and  the  site  of  the  building.  Another 
disposition  is  to  return  the  sediment  to  the  stream  below  the  dam,  but  this  also 
has  its  drawbacks  in  the  fact  that  the  stream  because  of  the  heavy  loss  of  water 
in  the  reservoir  does  not  retain  enough  transporting  capacity  to  move  the  dumped 
sediment     *     *     * 

Dredging  is  a  continuing  work     *     *     * 

DRAINING  AND  FLUSHING 

Draining  and  Hushing  involve  the  relatively  slow  release  of  all 
stored  water  in  a  reservoir  through  gates  or  valves  located  near  the 
bottom  of  the  dam,  and  the  maintenance  thereafter  of  open  outlets 
for  a  shorter  or  longer  period  during  which  normal  stream  flow  cuts 
into  or  is  directed  against  the  sediment  deposits.  Draining  alone  will 
generally  remove  some  sediment,  oven  if  the  gates  are  closed  to  begin 
storage  again  as  soon  as  all  water  has  been  released.  If  a  stream 
flow  not  greater  than  the  gate  discharge  capacity  is  coming  into  the 
reservoir,  much  more  sediment  will  be  removed  if  the  gates  are  left 
open  for  a  period  of  time,  thus  allowing  the  flow  to  scour  out  a  channel 
in  the  sediment  deposits  through  the  lake  basin.  A  still  larger  amount 
of  sediment  will  be  removed  if  the  current  is  directed  against  the 
deposits  at  various  points  after  the  initial  channel  is  cut. 

The  highest  rate  of  sediment  removal  from  draining  alone  will  be 
obtained  in  the  first  few  days  or  weeks  after  till  stored  water  has  been 
released.  As  soon  as  the  stream  has  reestablished  approximately  its 
original  gradient  through  the  reservoir  basin,  the  amount  of  sedi- 
ment picked  up  and  transported  will  greatly  decrease,  for  only  by  the 
slow  process  of  lateral  swinging  anil  broadening  of  its  channel  can 
the  How  acquire  more  load.  Simple  and  inexpensive  baffles,  dikes, 
or  retards  may  be  used  for  diverting  the  How  against  the  banks  of 
sedimenl  a  Iter  I  he  initial  channel  has  been  cut.  I  f  these  are  frequently 
moved,  if  the  inflow  is  satisfactory,  and  if  the  process  is  continued 
long  enough,  relatively  large  amounts  of  sediment  may  he  flushed  out 
of  the  basin. 

Another  important  effect  of  complete  or  even  partial  drainage  o\' 
a  reservoir  is  the  compaction  of  tine  sediment  resulting  from  its- 
exposure  to  air  drying,  ruder  some  circumstances  the  increase  in 
effective  storage  space  because  of  compaction  may  he  so  huge  as  to 
warrant  draining  for  this  purpose  alone. 

Recent    draining   and    flushing   operations    at    three    of    the    flood 
control  reservoirs  constructed  by  the  Los  Angeles  County  Flood  Con 
trol  District  in  the  San  Gabriel  Mountains  in  California  resulted  in 
increases  of  capacities  that    had  been  seriously  depleted   by  the  ver\ 

heavy  debris  loads  transported  into  these  reservoirs  during  the  flood 
of  March  2,  L938  (87,  p.  Iff). 
Big  Tujunga  Reservoir,  on  Tujunga  Creek,  which  was  completed  in 

.July  1931  with  an  original  capacity  of  6,240  acre  feet,  contained  1,506 
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acre-feet  of  sediment  below  spillway  level  after  the  flood  of  March  2, 
1938.  During  the  winter  season  of  1939-40,  when  the  reservoir  was 
drained,  normal  stream  flow  flushed  65  acre-feet  of  sediment  through 
a  48-inch  gate  in  the  lower  part  of  the  dam.  The  flushing  was  as- 
sisted by  building  small  training  walls  that  diverted  the  flow  into  the 
banks  of  sediment. 

Santa  Anita  Reservoir  on  Big  Santa  Anita  Creek  was  completed 
in  March  1927  with  an  original  capacity  of  1,043  acre-feet.  Surveys 
after  the  flood  of  March  2,  1938,  showed  360  acre-feet  of  sediment 
in  the  basin.  During  the  winter  of  1939-40,  146  acre-feet  of  sediment 
was  flushed  through  a  30-inch  opening  in  the  dam,  and  this  resulted 
in  a  net  increase  in  capacity  of  27  acre-feet  below  spillway  level,  and 
an  additional  17  acre-feet  to  the  top  of  the  dam. 

San  Gabriel  No.  2  Reservoir,  on  the  West  Fork  of  the  San  Gabriel 
River,  was  completed  in  April  1935  with  an  original  capacity  of 
12,298  acre-feet.  A  survey  after  the  flood  of  March  2,  1938,  showed 
that  1,533  acre-feet  of  sediment  had  been  deposited.  During  the  sum- 
mer and  fall  of  1939  draining  and  flushing  through  valve-conti'olled 
openings  into  a  14-foot  diameter  outlet  tunnel  resulted  in  the  removal 
of  242  acre-feet  of  sediment,  or  15.8  percent  of  the  accumulation  below 
spillway  level.  This  represented  an  increase  in  the  available  capacity 
of  2.24  percent.  In  the  water  year  1939-40,  42  acre-feet  of  sediment 
was  flushed  through  the  dam,  but  sediment  entering  the  reservoir 
caused  a  net  decrease  in  capacitv  between  November  1939  and  October 
1940  of  82  acre-feet. 

The  unit  costs  of  these  flushing  operations  were  1  cent  per  cubic  yard 
for  Big  Tujunga  Reservoir,  0.8  cent  for  Santa  Anita  Reservoir,  and.  2.6 
cents  for  San  Gabriel  No.  2  Reservoir  ($16,  $13,  $42  per  acre-foot). 
These  costs  represent  expenditures  over  and  above  the  costs  of  routine 
water  releases,  which  resulted  in  removal  of  part  of  the  sediment. 

The  most  favorable  time  for  draining  and  flushing  in  southern 
California  is  during  the  long  dry  period  that  follows  the  flood  season. 
The  dry  period  usually  begins  in  April,  and  extends  until  December, 
although  occasionally  floods  have  been  experienced  as  early  as  Sep- 
tember. During  April,  May,  and  June  residual  run-off  furnishes  opti- 
mum conditions  for  flushing.  A  stream  discharge  of  approximately 
25  or  30  second-feet  was  found  to  be  required  for  flushing  in  the  Big 
Tujunga  Reservoir,  whereas  in  Santa  Anita  Reservoir  10  or  15  second- 
feet  were  satisfactory.  The  reservoir  cannot  be  kept  completely 
<  I  rained  during  periods  when  storms  may  occur,  because  a  flash  run-oil' 
would  redeposit  material  against  the  dams  and  clog  up  their  outlet 
works. 

During  a  survey  of  the  Washington  Mills  Reservoir  on  the  New 
River,  near  Fries,  Va.,  by  the  Soil  Conservation  Service  in  1936,  it 
was  possible  to  measure  the  effect  of  a  complete  drawdown  (34). 
This  reservoir  was  completed  for  power  generation  in  November  1902, 
and  had  an  original  capacity  of  2,954  acre-feet  of  which  82.69  percent 
had  been  lost  at  the  date  of  survey.  On  April  17,  1936,  during  the 
survey,  soundings  were  taken  in  the  lower  2,400  feet  of  the  reservoir. 
On  April  18,  five  4-  by  16-foot  head  gates  leading  to  the  f orebay  of  the 
powerhouse,  and  five  similar  head  gates  diverting  water  from  the  fore- 
bay  back  to  the  river  were  opened  at  7  a.  m.  By  4  p.  m.,  when  the 
gates  were  closed,  all  stored  water  had  been  released  and  a  normal 
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stream  current  was  flowing  through  the  gates.  In  the  meantime  hy- 
draulic sluicing  had  been  used  to  clear  sediment  from  in  front  of  the 
Bates  but  the  amount  removed  by  this  sluicing  was  negligible  (tig. 
42).  'The  gate  sills  are  -20  and  22  feet  above  the  original  stream  bed 
and  18  and  20  feet  below  the  crest  of  the  dam. 

A  resurvey  of  the  lower  area  of  the  lake  on  April  23  showed  that 
6  76- acre-feet  of  sediment  had  been  Hushed  from  the  reservoir  as  a 
result  of  this  drawdown.  This  was  2.77  percent  of  the  deposits  in 
the  lake  prior  to  drawdown.  The  large  size  of  these  gates  increased 
the  rapidity  of  drawdown,  and  hence  the  amount  of  sediment  re- 
moved On  the  other  hand,  their  elevation  above  the  original  stream 
bed  level,  and  their  closure  very  soon  after  drawdown  was  com- 
pleted, tended  to  counteract  their  large  size. 


- 


Figure  42.— Sluicing  sediment  from  In  front  of  gates,  Washington  Mills  Reservoir 

on  the  New  River.  Va. 

An  illustration  of  the  effect  of  draining  on  compaction  Is  given  by 
Xiekle  in  his  discussion  of  Stevens'  paper  I  11-3,  />/>.  i-53-8&i).  He  re- 
ported that  a  sedimentation  survey  of  Medina  Reservoir,  about  35 
miles  northwest  of  San  Antonio.  Tex.,  made  in  September  1925,  re 
vealed  2,692  aeiv  feet  of  deposits,  which  bad  an  average  drj  weighl 
per  cubic  foot  of  30  pounds,  and  a  texture  so  tine  that  99.5  percent 
passed  a  300-mesb  sieve.  Five  year-  later,  however,  the  average  dr} 
weight  was  estimated  to  have  increased  to  63.6  pounds  per  cubic 
foot  a-  a  result  of  exposure  of  the  sediment  to  air  drying  at  various 

time-  during  this  period.  In  other  words,  the  2,692  aere  feet  of 
sediment  measured  in  10-25  had  shrunk  .'»:'»  percent  to  1,270  acre-feet. 
Appraisal.  Draining  and  flushing  can  be  practiced  only  when  it 
is  possible  to  release  all  of  the  water  stored  in  a  reservoir.  Flood- 
control  reservoirs  in  regions  of  highly  seasonable  storm  occurrence, 
.1-  those  mi  Los  Angeles  County,  Calif.,  if  equipped  with  -unable  bot 
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torn  gates,  are  well  adapted  to  draining  and  flushing.  Because  res- 
ervoirs in  the  Los  Angeles  area  have  a  value  in  increasing  ground- 
water storage,  however,  it  is  undesirable  to  release  water  from  them 
at  a  rate  so  large  that  it  cannot  percolate  into  the  stream  channel 
beds.  Even  though  complete  reservoir  drainage  cannot  be  achieved 
in  every  year,  periodically  a  run-off  season  will  have  such  charac- 
teristics that  water  can  be  completely  drained  from  the  reservoir 
and  the  gates  kept  open  for  a  period  of  weeks  or  months. 

In  municipal  or  corporate  water-storage  systems,  comprising  sev- 
eral reservoirs  that  are  not  all  needed  simultaneously,  the  reservoirs 
often  may  be  drained  alternately  to  good  advantage. 

Small  power  dams  should  be  equipped  with  relatively  large  gates, 
for  the  purpose  of  draining  and  flushing,  as  well  as  to  permit  flood 
sluicing  or  to  control  waste-water  release.  Saville's  study  of  reser- 
voirs on  the  Deep  River,  N.  C,  indicated,  however,  that  either  flood 
sluicing  or  controlled  waste-water  release  are  more  effective  than 
simple  draining  and  flushing.  It  seems  probable  that  operators  of 
reservoirs  on  sediment-laden  streams  would  be  well  repaid  in  the 
long  run  by  shutting  down  the  power  plant  periodically  for  a  suffi- 
cient time  to  permit  flushing  out  as  much  of  the  sediment  as  possible. 
This  is,  of  course,  generally  feasible  only  where  the  power  plant  is 
shut  down  over  week-ends  or  where  it  is  interconnected  to  a  large 
system  and  can  be  stopped  during  periods  of  slack  demand. 

Hemphill  (69,  p.  1070),  discussing  irrigation  reservoirs  of  the  South  - 
west,  concluded  that  although  some  small  reservoirs  have  been  partly 
cleaned  by  draining,  and  by  permitting  the  flow  of  the  stream  to  scour 
out  the  deposits,  it  is  doubtful  whether  this  method  would  be  effective 
with  larger  reservoirs.  The  stream  would  cut  only  a  narrow  channel 
through  the  deposits,  and  the  scouring  action  would  cease  before  any 
considerable  j)roportion  of  the  deposit  had  passed  out  of  the  reservoir. 
The  practice  would  be  improved  by  directing  the  flow  of  water  against 
the  banks.  Another  objection  to  flushing  in  irrigation  reservoirs,  he 
asserts,  is  that  where  water  is  valuable  enough  to  warrant  the  construc- 
tion of  extensive  storage  works,  it  is  too  scarce  and  valuable  to  be  used 
in  clearing  a  partly  silted  reservoir.  This  would  depend,  of  course, 
entirely  on  the  manner  of  operation  of  the  reservoir.  Many  irrigation 
reservoirs  are  necessarily,  or  could  be,  drained  at  frequent  intervals 
without  loss  of  the  water  to  holders  of  water  rights  to  the  storage. 

The  record  of  compaction  in  Medina  Lake  is  probably  an  extreme 
case.  Practically  all  of  the  sediment  in  this  reservoir  is  very  fine  tex- 
tured. The  reservoir  is  subject  to  a  large  fluctuation  in  water  level, 
and  evaporation  is  high.  The  more  nearly  a  reservoir  has  this  com- 
bination of  conditions,  and  the  longer  the  reservoir  can  be  kept  drained 
or  at  low  stage,  the  more  effect  may  be  expected  from  compaction  dur- 
ing drainage  or  drawdown. 

Most  of  the  conditions  controlling  the  effectiveness  of  sluicing  opera- 
tions, as  outlined  by  Orth  (see  p.  105),  also  apply  to  draining  and 
flushing.  The  benefits  that  may  be  obtained  during  any  reasonable 
length  of  time,  ranging  from  days  to  weeks,  would  appear  to  consist 
of  removing  1  percent,  or  less,  of  the  sediment  in  most  basin-type 
reservoirs,  3  to  10  percent  in  moderate-sized  channel-type  reservoirs, 
and  25  percent  or  more  in  small  channel-type  reservoirs  if  a  large 
discharge  is  available  during  the  period  of  flushing.    On  the  other 
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hand,  compaction  will  be  most  effective  in  basin-type  reservoirs  and 
may  reduce  the  sediment  volume  1  percent  or  Less  in  a  few  days,  several 

percent  in  a  few  weeks  or  months,  and  up  to  50  percent  in  the  course 
of  several  years'  exposure.  Draining  and  flushing  the  majority  of 
reservoirs  is  a  simple  and  inexpensive  practice  if  the  water  loss  can  be 
afforded, but  its  benefits  are  often  proportional  to  the  low  costs. 

FLOOD  SLUICIV. 

Flood  sluicing  is  the  practice  of  removing  sediment  deposits  from 

a  reservoir  through  large  sluice  gates  near  the  base  of  the  dam  by 
utilizing  the  scouring  action  resulting  from  the  sudden  release  of  the 
water  impounded  in  the  reservoir  or  of  flood  flow-  entering  the 
reservoir. 

There  is  no  exact  distinction  between  the  methods  described  here  a> 
flood  sluicing  and  those  described  under  Control  of  Waste- Water 
Release  (p.  74)  on  the  one  hand,  and  Draining  and  Flushing  (p.  95) 
on  the  other.  In- the  writer's  classification,  the  basic  principle  of 
the  methods  described  under  Control  of  Waste-Water  Release  i- 
passing  a  major  part  of  sediment-laden  flood  flows  through  deep 
spillway  gates  or  large  undersluices  at  rate  of  discharge  that  prevents 
sedimentation.  The  method-  described  under  Draining  and  Flushing 
involve  the  slow  release  of  stored  water  from  the  reservoir  through 
-mall  gates  or  valves,  making  whatever  use  is  possible  of  the  normal 
or  low  flow  of  the  river  to  entrain  sediment  and  carry  it  through  these 
outlets.  In  contrast,  flood  sluicing  depends  for  its  efficiency  on  either 
the  scouring  action  exerted  by  the  sudden  rush  of  impounded  water 
under  a  high  head  through  undersluices,  or  on  the  scouring  action  of 
high  flood  discharge  coming  into  the  reservoir. 

Flood  sluicing  or  scouring  i-  one  of  the  oldest  method-  of  reservoir 
lilting  control,  being  secondary  only  to  manual  excavat  ion  of  material, 
which  probably  has  been  practiced  in  small  storage  reservoirs  or 
••tanks"  since  ancient  times.  During  the  Middle  Ages  a  method  of 
sluicing  sediment  out  of  reservoirs  in  southeastern  Spain  was  devised 
by  enterprising  Moorish  irrigation  engineers.  Their  method,  little 
changed,  is  still  in  operation  today  and.  though  crude  in  many  respects, 
has  been  effective  in  maintaining  the  efficiency  of  certain  reservoirs 
for  centuries. 

The  oldest  sediment -scouring  device  is  known  as  the  Spanish  gate 
or  Spanish  under-luice.  D'Rohan  (  /  ',.  />.  •  >,' >  give-  the  following 
description  of  this  method,  taken  from  the  writings  of  Sir  William 
Willcock  (see  tig.  b">).  which  illustrates  the  feature-  referred  to  in  this 

description). 

*    *    A  Spanish  undersluice  consists  of  an  opening  [near  the  base  of  the 
dam  |  of  from  1  to  :>  meters  in  height,  ;uh1  from  t  i"  •'!  meters  in  width  at  the 
up-stream  end;  it  increases  gradually  as  it   advances  downstream,  ami  II 
sometimes  a-  much  as  t  meters  wide  and  6  meters  high.    This  opening  i-  closed 

at   the  up  stream  end  hy  a  wooden  door,  called  a  Spanish  door.  Supported  against 
horizontal    timbers    let    iido    apertures    in    the    two    sides    at    the    point    A    in    the 

tij;ure.    .iu-t  above  the  undersluice  is  a  gallery.     This  gallery  is  about  a  meter 

wide  and  "J   meters   high,   ami    is  Closed   on   the  upstream   side,   and  open   on   the 
down-Stream   face   to  allow   the   workmen    to  enter.      It   communicates   with    tile 

onderslulce  by  an  opening  some  80  centimeters  in  diameter  just  down  stream 
of  the  gate  \ 
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The  door  is  put  in  position  in  the  undersluice  from  the  down-stream  side 
when  the  reservoir  is  empty,  and  the  three  horizontal  timbers,  B,  C,  D,  are  let 
into  slots  in  the  jambs,  and  the  whole  door  is  well  caulked.  The  water  now 
rises  in  the  reservoir  and  as  the  deposits  accumulate  they  bury  the  door  and 
gradually  gain  great  consistency.  It  takes  four  years  for  the  deposit  to  become 
solid,  though  it  is  generally  left  10  years.  When  the  reservoir  has  got  filled 
up  with  deposits  to  the  extent  which  is  considered  a  maximum,  the  workmen 
enter  the  undersluice,  bore  with  an  auger  through  the  door  to  be  sure  that 
the  mud  is  solid,  saw  the  timbers,  B,  C,  and  D,  and  then  escape  into  the  gallery. 
The  door  is  now  free  to  drop,  but  it  is  generally  held  by  the  solidified  mud. 
The  workmen  now  go  to  the  top  of  the  dam  and  work  a  hole  through  the  deposit, 
with  a  long  iron  pole  until  after  the  water  touches  the  door.  When  this  happens 
the  door  falls,  and  the  mud  follows  it  in  a  tremendous  avalanche.  The  reservoir 
is  soon  emptied,  and  more  or  less  of  the  deposit  removed.  What  sediment 
is  not  swept  by  the  velocity  of  the  current  is  shoveled  into  the  stream  by  the 
workmen.  A  new  gate  is  then  put  in,  new  horizontals,  B,  C,  D,  are  placed  behind 
it,  and  the  reservoir  begins  to  fill  again. 


FlGUBE    43. — Plan    of    the    original    Spanish 

D'Rohan.  i 


»ate    for    undersluicfru 


(After 


Kanthack  (78,  pp.  222-22Jf)  describes  the  older  type  of  Spanish  un- 
dersluices,  and  the  method  of  their  operation  in  the  Alicante  (Tibi) 
and  Elche  Dams  in  Alicante  Province,  southeastern  Spain.  Additional 
information  on  these  reservoirs  has  been  taken  from  the  accounts  of 
Nagle  (92),  Schuyler  (108)  and  Wegmann  (132,  pp.  54.-67). 
The  Alicante  Dam  was  built  between  1579  and  1594  in  a  narrow  gorge 
of  the  river  Monegre,  for  irrigation  of  the  plains  of  Alicante.  It  has 
a  total  height  of  146.6  feet,  and  is  basically  a  gravity-arch  dam  con- 
structed of  rubble  masonry  faced  with  cut  stone.  The  gorge  at  the 
dam  site  is  remarkably  narrow,  being  only  25  to  30  feet  wide  at  the 
bottom  and  190  feet  wide  at  the  top  of  the  dam.  The  reservoir  is 
small  for  so  large  a  structure.  It  extends  5,900  feet  above  the  dam, 
and  had  an  original  capacity  of  only  about  2,982  acre-feet.  The  sides 
of  the  reservoir  are  very  steep,  and  the  bulk  of  the  sediment  is  de- 
posited in  the  old  channel  in  the  most  favorable  location  for  sluicing. 

The  scouring  gallery,  consisting  of  a  culvert  through  the  bottom 
center  of  the  dam,  is  5.9  feet  wide  and  8.9  feet  high  at  the  upstream 
portal,  but  is  larger  below.    The  gallery  is  blocked  near  the  upstream 


THE    CONTROL    OF    RESERVOIR    SILTING  101 

face  by  a  bulkhead  composed  of  vertical  wooden  beams  about  12  inches 
square,  which  are  installed  and  held  in  place  in  a  manner  similar  to 
that  described  by  D'Rohan.  The  sediment  in  the  gallery  above  the 
bulkhead  compacts  very  firmly.  When  the  time  has  arrived  for  open- 
ing the  sluice,  a  man  enters  the  gallery  and  carefully  removes  the 
timber  balks  or  loosens  them  with  an  ax.  If  any  movement  in  the 
sediment  is  noted  he  must  escape  as  fast  as  he  can.  If  the  sediment 
continues  to  hold,  a  special  type  of  drill  is  worked  through  a  hole 
penetrating  the  structure  of  the  clam  from  the  crest  to  the  roof  of 
the  gallery. 

Kanthack  (78,  p.  223)  inspected  the  Alicante  Dam  in  December 
1908,  a  week  after  the  scouring  sluice  had  been  opened  for  the  fir-T 
time  in  16  years.  Before  opening,  the  sediment  had  been  7'.».5  feet  deep 
at  the  dam  with  a  depth  of  water  of  only  8.6  feet.  Within  a  week  the 
reservoir  had  been  entirely  cleared  of  sediment  for  a  distance  of  about 
300  feet  above  the  dam.  Upstream  of  this  point  the  clearance  was  only 
partial,  but  was  proceeding  by  sloughing.  The  river  below  the  dam 
flows  in  a  narrow  gorge,  which  was  found  to  be  fidl  of  mud.  A  very 
considerable  damage  was  observed  to  have  been  caused  by  sudden 
release  of  the  water  and  mud. 

In  the  last  century  sediment  often  was  allowed  to  accumulate  in 
Alicante  Reservoir  for  periods  of  10  years  or  more  between  sluicincrs. 
In  1843  when  the  reservoir  had  not  been  sluiced  for  14  year-  the  sedi- 
ment was  75  feet  thick.  In  4  years,  the  normal  interval  between  sink- 
ings, the.  sediment  is  39  to  52  feet  thick.  In  order  to  start  the  scouring 
effectively  a  water  depth  over  the  sediment  of  10  to  13  feet  was  needed. 

The  ancient  Moorish  regulations  decreed  that  the  scouring  sluices 
should  be  opened  every  4  years.  Kanthack  believes  that  had  this  rule 
been  adhered  to  instead  of  opening  them  every  16  years  the  cleaning 
would  have  been  more  effective.  Kresnik  (79)  reported  in  1890  that 
Alicante  Reservoir  had  been  cleaned  in  one  sluicing  of  an  accumula- 
tion of  approximately  1.612  acre-feet  at  a  cost  of  about  $1,950.  Nagle 
(92),  however,  wrote  in  1902  "cleaninjr  ifl  done  about  once  every  4 
years,  and  costs  onlv  about  $50.00."  The  same  cost  figure  is  given  bv 
Schuyler  (108,  p.  232)  and  D'Rohan  (',',). 

The  Alicante  Reservoir  has  been  used  for  more  than  300  year- 
result  of  flood  sluicing.  II'  flushed  every  4  years,  during  which  period 
3  to  4  percent  of  the  capacity  is  generally  lost,  a  water  volume  equal  to 
30  percent  of  the  reservoir  capacity  is  said  to  clean  it  effectively.  The 
effectiveness  of  flood  sluicing  results  from  a  bed  -lope  of  -J. 33  percent, 
and  a  maximum  reservoir  width  of  only  1,000  feel  i  95a,  p.  345) . 

The  famous  old  I'ueiite-  Dam  in  Spain  was  built  between  1785  and 
L791  in  a  gorge  of  the  river  Guadalantin  about  two-thirds  mile  below 
the  confluence  of  the  rivers  Dele/,  and  Luchena,  In  L802  it  was 
breached  due  to  foundation  failure.  In  1>S5.  it  was  rebuilt  OH  a  site  a 
short  distance  upstream  from  the  original  structure.  The  new  dam 
had  a  maximum  height  of  r>»'>  feet,  and  an  original  storage  capacity 
of  approximately  21,465  acre-feet.      Its  drainage   area   of   aboul    v 

square  miles  of  rough,  largely  barren,  mountainous  country  produce- 
violent  floods  and  large  quantities  <<(  sediment.  A  flood  discharge  of 
66,700  second-feet,  or  si  second-feel  per  square  mile,  was  recorded  on 

Sept.  11.  L891.  The  normal,  dry  weather  discharge  is  onlv  about  1". 
second-feet. 


102       MISC.    PUBLICATION    521,    U.    S.    D'EPT.    OF   AGRICULTURE 

Three  scouring  galleries  were  built  into  the  new  dam,  the  two  near 
the  center  being  approximately  G  feet  6  inches  high  and  4  feet  wide, 
and  the  one  near  the  right  abutment  being  4  feet  10-1/2  inches  high 
and  3  feet  3  inches  wide.  All  the  galleries  are  controlled  by  gates 
operated  by  hydraulic  power. 

Table  2  gives  a  record  of  the  sediment  scoured  from  the  reservoir 
during  several  openings  of  the  gallery.  Despite  the  frequent  sluicing 
operations  during  the  period  1893-1900,  which  resulted  in  removal  of 
8,528  acre-feet  of  sediment  from  the  reservoir,  the  reservoir  in  1900 
contained  5,670  acre-feet  of  sediment,  an  amount  equal  to  about  one- 
quarter  of  its  original  capacity  (78,  pp.  226-227) . 

The  periodical  cleanings  have  to  be  timed,  insofar  as  possible,  with 
reference  to  irrigation  requirements,  and  24  days  was  found  to  be  the 
maximum  period  that  could  be  allowed  for  sluicing.  Experience 
showed  that  for  efficient  cleaning  a  sustained  flow  of  about  100  second- 
feet  was  necessary  during  the  second  stage  of  the  process  after  the 
reservoir  had  been  emptied.  For  tins  reason  the  time  for  scouring 
had  to  be  very  carefully  chosen  during  a  period  of  the  year  when  the 
irrigation  demand  was  not  very  great,  and  directly  after  a  thunder- 
storm or,  better  still,  after  snow  had  fallen  and  was  melting  over  the 
drainage  basin. 

Table  2. — Sediment  sluiced  through  Puentes  Dam,  Spain 


Date 

Duration  of 

operation 

Discharge 

llnwing 

into 
reservoir 

Sediment 
scoured 
out  of 

reservoir 

Remarks 

January  1893 

23  hours ... 

Second-feet 
106 
282 
247 
141 
141 

Acrr-feel 

661 

:<.  644 

Work  stopped  due  to  choking  of  galleries. 

December  1894   .. 

23  days— 

February  1898— 

15  hours..  

Galleries  blocked  by  2  large  rocks. 

November  1898— 

10  days ..- 

828 
:i.  627 

November  190(1  _ 

According  to  Nagle  (92),  the  Villar  Reservoir  was  constructed 
between  1870  and  1878  in  a  gorge  on  the  Rio  Lazoya  by  the  Spanish 
Government  to  supplement  the  water  supply  of  Madrid,  as  well  as  for 
irrigation.  The  dam  is  of  rubble-masonry  construction  168.6  feet  high, 
and  created  a  reservoir  of  13,050  acre-feet.  The  dam  has  two  sluicing 
galleries  with  inlets  of  20  square  feet  each,  which  are  set  162  feet  below 
the  overflow  line.  The  sluicing  outlets  are  opened  and  closed  by  gates 
operated  by  hydraulic  power  from  a  central  tower ;  but  as  their  open- 
ings are  small  in  comparison  with  the  cross  section  of  the  lake  above, 
and  as  the  side  slopes  of  the  lake  are  flatter  than  those  of  Alicante 
Reservoir,  sediment  was  removed  only  from  the  old  stream  channel, 
and  high  banks  of  deposits  were  left  on  either  side.  By  means  of 
ditches  built  on  each  side,  and  a  little  above  the  flow  line  of  the  reser- 
voir, water  is  conducted  from  a  point  higher  up  the  stream.  By  cutting 
the  banks  of  these  ditches,  and  directing  the  water  along  the  banks 
of  sediment,  some  of  it  can  be  washed  down  into  the  old  channel,  and 
through  the  sluices.  This  practice  moves  the  sediment  rapidly,  but  it 
requires  a  large  amount  of  water,  which,  because  of  the  smallness  of 
the  feeding  stream,  cannot  always  be  spared. 

Schuyler  (108  p.  253)  records  that  the  reservoir  impounded  by  the 
116.5-foot  Val  de  Infierno  Dam  built  in  1791  on  the  Lucheno  River,  a 
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tributary  of  the  Guadalantin  River,  Spain,  was  entirely  filled  with 
sediment,  and  out  of  service  by  1900.  The  scouring  of  sediment 
through  the  sluice,  which  was  14.8  feet  high  and  9  to  12.3  feet  wide, 
was  stopped  because  of  injury  to  the  property  below;  and  hence  the 
structure  ultimately  had  to  lie  abandoned. 

The  Habra  Dam  was  built  on  the  Habra  River  in  Algeria,  between 
1866  and  1871.  With  a  height  of  116.8  feet  and  a  length  of  1.066  feet, 
it  created  a  reservoir  of  24.330  acre-feet,  which  received  drainage  from 
3,859  square  miles.  In  1872  it  failed  and  was  reconstructed,  but  again 
in  1881  it  failed  with  great  loss  of  life,  and  was  rebuilt  in  1885.  During 
ilii-  interval  all  sediment  previously  deposited  was  scoured  out.  By 
1907.  despite  repeated  sluicings,  the  capacity  was  only  10.125  acre-feet. 

Two  sluice  gates,  each  4  by  61  o  feet,  were  built  into  the  dam  at  river 
Level. 

Table  3  give-  a  record  of  the  effects  of  several  scouring  operations 
through  these  gates  (89). 

Table  3. — Sediment  sluiced  through  Habra  Dam,  Algeria 


Date 


Discharge 
Duration  ol         flowing 
!     operation  into 

I     reservoir 


Sediment 

scoured  n-mnrks 

out  of  Kenmrk, 

reservoir 


October  1W.5 

January  1S97 

October  1898 

October  15-Xovember  30,  1901 

March  1904 

1906-07 - 

Various 


1  In  24  hours  after  the  sluice  gate  was  opened  a  channel  extending  1,150  feet  above  the  dam  had  been  formed 
in  the  deposits  On  the  fourth  day  the  channel  had  lengthened  to  4,2fi5  feet,  and  had  a  width  as  gTeat  as 
131  feet,  and  a  depth  of  4<>  feel  at  tie  dam.  gradually  diminishing  upstream. 

-  In  G  days  after  the  sluice  gate  was  opened  a  gully  had  been  cut  1>4  miles  long,  and  up  to  197  reel  w id( . 
in  the  sediment  deposited  in  the  main  channel  of  the  reservoir.  Some  of  the  side  gullies  were  nearly  h>> 
feet  long.    In  tributary  channels  gullies  were  cut  in  sediment  up  to  820  feet  long  and  98  feet  wide. 

1  The  observed  sediment  content  of  the  outflow  was  M  percent  the  first  daj  .  70  percent  the  second  da]  . 
and  25  percent  the  third  day  [by  volume  '.'].    The  water  discharge  the  fourth  day  was  negligible. 

It  is  estimated  that  up  to  1907,  4,865  acre-feel  of  sediment  had  been 
sluiced  out,  so  that  the  sediment  deposited  and  remaining  in  the 
reservoir,  14.200  acre-feet  during  the  22  year-.  L885  L907,  should  K> 
increased  by  that  amount  to  obtain  the  total  sediment  output  of  the 
drainage  area.  The  river  carries  an  average  load  of  approximately 
l  percent  of  sediment  [by  volume?]  (89). 

It  was  found  by  experience  thai  sediment  could  be  removed  by  such 
sluicing  method-  only  when  the  reservoir  was  empty,  and  that  dis- 
charge of  at  lea-t  177  second-feet  was  necessary.  The  flow  required  to 
produce  entirely  satisfactory  results,  however,  was  in  the  range  of  7Ui 
to  L,060  second-feet.  The  maximum  discharge  of  the  river  i-  approxi 
inately  28,250  second-feet.  Attempt-  to  sluice  OUt  sediment  from  a 
partly  filled  reservoir  failed  completely.  It  was  proposed  to  build  an 
auxiliary  reservoir  upstream  from  Habra  Reservoir  merely  to  suppl) 
sluicing  water  at  the  close  of  each  irrigation  season,  because  B  Sufficient 
discharge  was  seldom  available  at  the  time  desired. 

According  to  Meyers  (  39)  the  rlamiz  Reservoir  on  the  Htimiz  River 
in  Algeria,  built  iii  L872  [1885?  (132,  />.  100)]  with  a  capacity  of 
11,340   acre  feet    and    a    drainage   area    of    ~>1    square    miles,   had    lost 
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1,215  acre-feet  or  10.7  percent  of  its  capacity  in  the  29  years  to 
1901.  The  average  sediment  content  of  the  inflow  is  about  0.5 
percent.  In  the  latter  year,  systematic  sluicing  was  begun  through  two 
circular  sluice  gates,  each  having  a  diameter  of  3.77  feet.  These  gates 
were  left  open  during  the  early  part  of  each  rainy  season  from  1901 
to  1908.  Twenty-three  percent  of  the  total  water  supply  was  used  in 
sluicing.  No  part  of  the  sediment  deposited  prior  to  1901  was  removed, 
but  further  loss  of  capacity  was  prevented. 

Labelle  (80)  reports  that  in  1905  he  examined  43  masonry  irriga- 
tion dams  in  the  province  of  Cavite,  Philippine  Islands.  These  dams, 
several  of  which  were  built  about  1880  or  earlier,  ranged  from  10  to  80 
feet  in  height.  All  that  had  undersluices  were  silted  to  the  bottom 
of  the  sluice-gate  intake,  but  no  higher.  Where  the  intake  was  blocked, 
as  it  was  in  one  case,  the  dam  was  silted  to  the  top.  Two  dams,  with' 
small  undersluices  not  exceeding  3  square  feet  in  area,  had  a  good 
depth  of  water  below  the  outlet  gate  as  well  as  a  large  water  surface 
urea,  and  showed  powerful  effects  of  undersluicing. 

Observations  and  a  search  of  the  literature  have  revealed  only  a  few- 
examples  of  the  use  of  flood  sluicing  methods  in  the  United  States. 
When  Zuni  Reservoir  near  Black  Rock,  N.  Mex.,  was  80  percent  filled 
with  sediment  in  July  1931,  a  hole  was  blasted  in  the  gate  tower  for 
the  installation  of  a  4-  by  6-foot  sluice  gate.  Between  this  date  and 
October  15,  1931,  when  the  gate  installation  was  completed,  500  acre- 
feet  was  sluiced  from  the  reservoir  and  by  July  1932,  629  acre-feet 
of  sediment  had  been  evacuated.  Since  then  sluicing  operations 
through  the  gate  have  continued  each  year  when  water  was  available. 
The  gain  in  capacity  after  1931,  shown  in  figure  17,  is  the  result  of 
these  sluicing  operations. 

According  to  Cleary  (39)  the  Lower  Salt  Creek  Reservoir  in  Wyo- 
ming was  constructed  in  January  1923  with  a  capacity  of  2,707  acre- 
feet  on  a  stream  that  had  an  annual  run-off  varying  from  22,000  to 
166,000  acre-feet  during  the  period  1923-28.  A  survey  in  November 
1926  showed  that  the  capacity  had  been  reduced  76  percent.  In  that 
year  a  temporary  structure  was  placed  on  top  of  the  spillway,  raising 
its  elevation  3  feet.  By  1928,  however,  only  200  acre-feet  of  storage 
was  left  even  at  this  higher  elevation,  and  by  the  end  of  1932  storage 
had  decreased  to  78  acre-feet.  This  condition  led  to  construction  in 
January  1933  of  two  motor-driven,  roller-bearing  8-  by  12-foot  sluice 
gates  having  a  combined  discharge  capacity  of  about  6,000  second-feet. 
Construction  was  completed  by  the  middle  of  April.  By  June  1, 
1933,  sluicing  had  increased  the  available  capacity  to  378  acre-feet,  and 
on  August  25,  1933,  a  careful  survey  indicated  a  capacity  of  918  acre- 
feet  had  been  obtained  by  the  flushing  action  of  floods  through  these  two 
gates.  Surveys  in  the  summer  of  1935  showed  a  capacity  of  1,300 
acre-feet  or  very  nearly  one-half  of  the  original  capacity.20 

The  Folsom  Dam  on  the  American  River  8  miles  north  of  Folsom, 
Calif.,  was  originally  built  in  1891  to  a  height  of  69.5  feet  above 
stream-bed  level  for  irrigation  and  water  power.  In  the  center  of 
the  dam  on  a  level  with  the  low-water  flow  of  the  river  three  4-  by  4- 
foot  undersluices  were  installed.  As  the  American  River  was  known 
to  carry  a  large  amount  of  sediment  in  suspension  during  floods,  it 

w  In  correspondence  from  J.  B.  Ct.earv  to  Soil  Conservation  Service,  Jan.  15.  1937. 
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was  expected  that  these  sluices,  operating  under  a  60-foot  head,  would 
satisfactorily  flush  out  the  sediment  deposits.  It  was  found,  how- 
ever, that  their  effect  was  extremely  local,  that  only  a  small  channel- 
way  was  scoured  out  in  front  of  them  (/./J.  /;.  .Si',).  The  area  of 
these  nndersluices  was  found  to  be  entirely  too  small  in  comparison 
to  the  flood  discharge.  Water  depths  <>f  ."'.1  feet  over  the  spillway  and 
a  deposition  of  30  feet  of  "wet  silt"  by  one  spring  flood  were  reported. 

An  anonymous  article  (S)  describes  the  construction  of  sluice  gates 
in  a  concrete  dam  built  for  irrigation  storage  on  the  Bear  River.  7 
miles  east  of  Wheatland.  Calif.,  in  the  late  192CS.  This  dam  is  a 
gravity-arch  structure.  76  feet  in  maximum  height,  with  a  crest  length 
of  376  feet,  creating  a  reservoir  of  approximately  3,400  acre-feet,  and 
receiving  drainage  from  ^62  square  miles,  from  which  the  estimated 
maximum  discharge  is  24,000  second-feet.  In  order  to  pas-  the  large 
amount  of  gravel  and  sand  transported  by  the  Bear  River,  six  7-  by 
12-foot  sluiceways  were  built  into  the  lower  part  of  the  spillway  sec- 
tion. The  upstream  end  of  each  sluiceway  i-  provided  with  steel 
sliding  gate-.  The  vertical  distance  from  the  top  of  the  central  sluice- 
way t<>  the  spillway  crest  is  -'•'  feet.  The  gates  are  operated  by  a  hoist 
car  traveling  on  a  track  above  the  wasteway  crest.  Sluiceway  Hour- 
have  a  grade  of  2  percent  and  are  lined  with  timber  to  facilitate  re- 
newal. Storage  i-  needed  in  this  project  only  in  the  latter  part  of 
the  irrigation  season,  as  i he  district  has  normal  flow  lights  in  the 
river,  which  are  ample  during  the  first  part  of  the  season.  When 
the  spring  flood-  have  abated,  the  sluicing  gates  are  closed. 

Appraisal. — Orth  (!>■',.  p.  353)  has  given  perhaps  the  most  succinct 
statement  concerning  the  factor-  favoring  flood  sluicing,  or  flushing, 
as  he  terms  it : 

Flushings  are  the  more  efficient: 

l     I  In-  Less  the  depth  of  stored  water  at  Bushing. 

2.  The  greater  the  discharge  "f  the  flushing  stream 

•''..  The  greater  the  dimensions  of  the  flashing  oatlet. 

4.  The  lower  the  location  of  the  outlet 

5    The  more  favorable  the  location  of  outlet 

6.  The  longer  the  flushing  lasts. 

7.  The  narrower  the  reservoir  (steep  banks). 

-    The  steeper  the  original  stream  gradient  through  the  reservoir 
!>.  The  shorter  the  reservoir. 

10.  The  straighter  the  reservoir. 

11.  The  more  advanced  the  silting. 

\'l    The  liner  the  particles  of  the  sediment. 

IS.  The  rounder  the  individual  particles  of  sediment 

14.  The  younger  and  the  le-s  consolidated  the  sediment. 

Davis  i  ..'  in  1897  concluded  thai  sluicing  by  the  Spanish  method 
will  clean  out  only  a  small  area  extending  on  a  steep  grade,  for  a 
moderate  distance  above  the  -coming  sluices.  This  conclusion  appear- 
to  be  substantially  correct  for  the  western  irrigation  reservoirs  of  the 
broad  basin  type  that  Davis  was  discussing. 

Wilson    {136)    held   the  opinion  that    sluice  gale-  have   little  i 
unlc—  the  area  of  the  openings  is  great.    In  other  words,  he  advocates 
sluice  gates  like  those  of  the  Bhatgarh  and  Aswan  Dam-  tor  rapidrj 
discharging  flood  flows  and  preventing  sedimentation  in  preference  to 

irate-    for   sluicing   existing  deposits.      He   cite-    the    failure   of   small 

gate-  lo  prevent  silting  at  Lake  Fife,  at  Vir,  and  other  places  in 
India.     Put  another  way.  he  consider-  that    if  the  dam   is  high  and 
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the  discharge  of  the  undersluices  will  keep  the  water  level  below  the 
spillway  elevation  at  flood  stage,  then  they  will  be  efficient.  If  the 
dam  is  low  and  the  sluices  will  not  keep  the  water  level  below  spillway 
elevation,  they  will  have  little  effect. 

Lewis  (84)  notes  -that  coarse  material  can  be  moved,  after  it 
has  deposited  in  the  reservoir,  only  by  high  velocities,  and  that  to 
create  such  velocities  would  necessitate  the  maintenance  of  a  low  water 
level  in  the  reservoirs  (in  South  Africa)  by  passing  all  floods  in,  say. 
1  year  out  of  every  4  years.  The  irrigators  of  that  region  have  pro- 
tested against  trying  out  such  methods  because,  having  passed  water 
for  scouring,  they  would  risk  lack  of  flood  run-off  for  such  a  long 
period  that  crops  would  suffer.  Even  if  successful  in  scouring  out 
appreciable  volumes  of  sediment,  the  water  during  that  year,  charged 
with  deposits  of  3  years,  might  be  quite  unusable.  The  scouring  of 
sands  from  the  upper  end  of  the  reservoir,  however,  will  promote  the 
scouring  of  finer  sediment  in  the  lower  end  of  the  reservoir.  Such 
sluicing  methods  may  have  to  be  tried  in  South  Africa,  Lewis  believes, 
when  the  cost  of  raising  dams  becomes  prohibitive. 

Schoklitsch  (107,  p.  72)  in  discussing  sluicing  in  power  reservoirs, 
points  out  that  the  process — 

is  the  most  effective  during  the  first  hours.  Later  on,  the  effect  decreases  rapidly 
and  it  is  therefore  impractical  to  interrupt  the  operation  of  a  power  plant  for  a 
longer  period  for  the  purpose  of  flushing  the  region  above  the  dam.  In  order 
lo  keep  the  area,  upstream  from  the  dam,  free  from  silt  accumulation,  it  is  more 
practical  to  have  frequent  short  flushings,  instead  of  long-lasting  ones.  A  flushing 
of  silt  at  the  original  backwater  limit  is  obviously  impossible,  considering  the 
time  available  for  flushings.  It  is  impossible  to  flush  the  silt,  while  sustaining 
the  reservoir  surface-level,  as  model-experiments  and  experience  have  taught.  It 
is  evident  from  a  model-experiment  *  *  *  that  if  flushing  takes  place  under 
a  sustained  water  level,  only  a  very  limited  area  is  cleared,  the  dimensions  of 
which  are  totally  negligible  when  it  comes  to  keeping  a  reservoir  free  of  silt. 

Finally,  *  *  *  flushing  of  a  reservoir  nearly  always  leads  to  complaints 
of  owners  of  land  below  the  dam,  and  from  lease  holders  of  fisheries.  During 
the  flushing  process,  extreme  quantities  of  suspended  matter  are  stirred  up  and 
carried  in  suspension  down  the  river  over  long  stretches.  For  the  most  p;irt, 
these  are  again  deposited  in  the  next  reservoir,  as  a  rule  compelling  the  in- 
habitants of  the  lower  regions  soon,  likewise,  to  flush  the  reservoir.  Moreover, 
the  great  quantities  of  suspended  matter  clog  up  the  gills  of  the  fish,  which  often 
die  in  great  number. 

It  appears  that,  in  this  country,  flood  scouring  through  undersluices 
could  be  used  chiefly  in  (1)  small  power  dams  that  depend  to  an  im- 
portant extent  on  pondage,  but  not  on  storage,  (2)  smaller  irrigation 
reservoirs  on  streams  where  the  flow  is  highly  seasonable  or  erratic 
and  where  only  a  small  fraction  of  the  total  annual  flow  can  be  stored 
as  a  result  of  physical  conditions  or  conflicting  water  rights,  (3) 
water-supply  reservoirs  that  are  a  unit  in  an  interconnected  system  of 
reservoirs,  so  that  the  gates  in  a  particular  dam  might  be  opened  and 
the  reservoir  scoured  while  other  sources  supply  water  needs,  (4)  navi- 
gation reservoirs  where  undersluices  might  be  used  in  fixed  crest  dams 
as  an  alternative  to  the  wicket-type  navigation  dams  such  as  those  on 
the  Ohio  River,  and  (5)  any  reservoirs  in  narrow  channels,  gorges, 
or  canyons  where  water  wastage  can  be  afforded. 

Large  undersluices  equipped  with  power-controlled  gates  will  add 
materially  to  the  cost  of  a  dam ;  but  for  the  type  of  reservoir  in  which 
flood  sluicing  will  be  really  effective,  the  cost  would  probably  be 
justified. 
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SLUICING  WITH  CONTROLLED  WATER 

Sluicing  with  controlled  water  differs  from  flood  sluicing  in  that 
the  controlled  water  supply  permits  choosing  the  time  of  sluicing 
more  advantageously,  and  that  the  water  may  be  directed  more  ef- 
fectively against  the  sedimenl  deposits.  Whereas  flood  sluicing 
depends  either  on  the  generally  fortuitous  occurrence  of  a  flood,  or  on 
being  able  to  release  rapidly  all  of  a  full  or  nearly  full  supply  of  water 
in  the  main  reservoir,  sluicing  with  controlled  water  is  done  when  the 
main  reservoir  is  empty.  The  water  available  from  diversion  or  sup- 
plementary reservoirs  is  under  control,  and  may  be  so  released  or  di- 
rected against  the  deposits  in  the  main  reservoir  that  the  amount  of 
sluicing  accomplished  per  unit  of  available  water  is  increased. 

As  early  as  1897,  Davis  (42,  />•  82)  outlined  a  method  of  sluicing 
with  controlled  water  for  the  maintenance  of  capacity  in  proposed 
reservoirs  on  the  Gila  and  Salt  Rivers,  Ariz.  Modifications  of  this 
plan  for  reservoirs  on  the  Gila  were  discussed  at  length  by  Newell  in 
the  first  and  third  annual  reports  of  the  Reclamation  Service  {l.'.'K 
pp.  83-85;  130,  pp.  417-418)  ;  and  Davis  and  Wilson  (  \.l.  pp.  Tt  1  379  i 
recommended  a  similar  plan  for  solution  of  the  sedimentation  prob- 
lem in  Elephant  Butte  Reservoir  on  the  Rio  Grande.  So  far  as  the 
writer  knows,  none  of  these  plans  has  been  used  at  any  large  reservoir 
in  this  country,  although  sluicing  of  equalizing  storage  reservoirs  of 
municipal  waterworks  system-  is  common. 

In  the  plans  of  Davis  ami  Newell,  controllable  water  was  to  be 
obtained  either  by  diverting,  or  constructing  a  supplementary  storage 
dam,  higher  up  on  the  main  stream,  or  on  a  tributary  at  a  point  well 
above  the  spillway  level  of  the  main  reservoir.  In  the  plan  for 
Elephant  Butte  Reservoir,  it  was  proposed  that  one  of  several  site- 
providing  storage  of  several  hundred  thousand  acre-feet  should  be 
developed. 

In  the  Gila  and  Salt  River  plans,  water  was  to  lie  conveyed  from  the 
auxiliary  diversion  or  storage  dam  through  one  or  more  pipes,  flume-, 
or  canals  around  the  upper  edge  of  the  main  reservoir  above  its 
highwater  line  to  the  vicinity  of  the  dam.  In  the  Elephant  Butte 
scheme  water  was  simply  to  be  released  with  large  discharge  into  the 
main  stream  channel  to  augment  the  natural  How  when  desired. 

In  Davis'  original  plan,  which  envisioned  a  pipe  line  around  the 
reservoir,  hydraulic  giants  for  sluicing  in  the  bottom  of  the  main 
reservoir  were  to  be  connected  to  the  line  at  topographically  favorable 
spots  such  as  ridges  jutting  into  the  lake.  Another  plan  involving 
a  high-line  canal  provided  controlled  openings  at  similar  location- 
through  which  water  could  be  released  to  rush  down  the  reservoir 
side  slopes  and  scour  out  sedimenl  by  "ground  sluicing."  All  engi 
neers  admitted,  however,  that  hydraulic  giants  would  be  neeeded  to 
remove  compacted  line  sediments  over  large  areas. 

The  main  reservoir  dam  was  to  be  equipped  with  one  or  more  large 
outlet  tunnels,  or  tunnels  were  to  be  driven  through  bedrock  around  the 
dam  near  the  elevation  of  its  base.  In  a  plan  for  San  Carlo-  Reservoir 
two  tunnels.  10  by  13  feel  in  diameter,  were  to  be  developed  in  bedrock 
around  each  end  of  the  dam.  The  tunnels  would  be  controlled  h\ 
gates,  and,  in  order  to  keep  their  entrances  free  of  sediment,  would  lie 
opened  at  times  when  water  began  to  go  over  the  spillway,  a-  well  a- 
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when  all  water  from  the  reservoir  had  been  withdrawn  for  use  and  the 
controlled  supply  was  being  used  for  sluicing.  It  was  believed  by 
most  early  writers  that  use  of  the  sediment-laden  water  downstream 
would  be  beneficial  rather  than  detrimental  to  irrigators  because  of 
the  fertilizing  value  of  the  fine  sediment. 

One  of  the  advantages  claimed  for  this  method  of  sluicing  was  that 
a  deep  channel  would  be  cut  in  the  lower  part  of  the  reservoir,  increas- 
ing the  capacity  in  the  deeper  parts  of  the  lake  and  increasing  the  ratio 
of  storage  to  surface  area  of  water,  thereby  decreasing  evaporation 
losses. 

Davis  estimated  that  20  percent  of  the  expected  8,000  acre-feet  of 
annual  sediment  inflow  to  San  Carlos  Reservoir  could  be  removed  by 
this  sluicing  practice.  Newell  estimated  (130,  pp.  417-418)  that  the 
proposed  El  Paso  Reservoir  on  the  Gila  River  would  accumulate  7,107 
acre-feet  of  sediment  annually,  and  would  lose  60  percent  of  its  capacity 
in  46  years,  at  which  time  the  mud  would  be  46  feet  deep  in  the  channel 
just  above  the  dam,  decreasing  in  thickness  to  zero  13y2  miles  upstream. 
By  ground  sluicing,  without  the  use.  of  hydraulic  monitors,  he  esti- 
mated a  channel  50  feet  wide  at  the  bottom,  with  4  to  1  slopes,  would 
be  cut  through  these  deposits  to  the  original  bed  level.  He  calcu- 
lated the  volume  of  such  a  channel  to  be  6,428  acre-feet,  or  less  than 
1  year's  accumulation. 

In  contrast,  Newell  estimated  that  in  the  proposed  Engle  Reservoir 
on  the  Gila  River,  which  was  expected  to  lose  60  percent  of  its  capacity 
in  82  years,  a  channel  30  miles  long  would  be  cut  to  the  same  width  and 
slopes  but  with  a  depth  of  150  feet  at  the  dam.  Whereas  the  annual 
silting  rate  was  estimated  to  be  14,580  acre-feet  in  this  reservoir,  the 
volume  of  sediment  sluiced  out  to  form  such  a  channel  was  estimated 
to  be  120,613  acre-feet  or  the  accumulation  of  8^4  years. 

In  the  Elephant  Butte  plan  the  augmented  natural  flow  of  the  river 
was  expected  by  Davis  and  Wilson  to  cut  a  channel  50  miles  long,  up 
to  240  feet  deep  at  the  dam,  250  feet  wide  at  the  base,  and  having  3  to  1 
side  slopes,  representing  a  total  volume  of  more  than  500,000  acre-feet. 
The  water  flowing  out  of  the  reservoir  was  expected  to  carry  10  to  15 
percent  solids. 

Edgecombe  (47,  pp.  5-6),  in  commenting  on  this  proposal,  notes 
that  although  Davis  and  Wilson  did  not  state  their  method  of  arriving 
nt  a  channel  width  of  250  feet,  the  estimated  discharge  required,  nor 
the  time  needed  for  such  a  sluicing  operation,  it  would  actually  require 
3V3  million  acre-feet  of  water  to  clear  out  500,000  acre-feet  of  sediment 
in  1  year,  and  this  is  about  3  times  the  mean  annual  discharge  of  the 
Rio  Grande  at  the  head  of  the  reservoir. 

Davis  admitted  that  his  scheme  would  be  expensive,  but  claimed  that 
the  cost  would  be  offset  by  its  effectiveness.  Newell  estimated  that 
removal  of  sediment  by  ''ground  sluicing"  could  be  accomplished  at  a 
cost  of  8  to  9  mills  per  cubic  yard,  and  that  the  supplementary  use  of 
hydraulic  monitors  would  result  in  a  cost  of  only  about  1  cent  per  cubic 
yard  ($16  per  acre-foot). 

The  Board  of  Army  Engineers,  considering  the  San  Carlos  project 
(123,  p.  43),  raised  objections  to  Davis'  sluicing  scheme  as  follows: 
(1)  The  San  Carlos  Reservoir  must  be  large  enough  to  hold  over  stor- 
age during  a  series  of  low-flow  years.  Therefore  the  reservoir  would 
be  seldom  empty,  or  if  nearly  empty  the  use  of  remaining  water,  and 
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the  flow  of  the  stream  for  sluicing  would  leave  the  reservoir  without 
stored  water  for  the  next  irrigation  season.  (2)  Because  of  the  nature 
of  the  topograph}-  around  the  reservoir,  if  would  be  financially  infeas- 
ible  to  construct  a  high-line  canal. 

One  of  the  most  recent  sluicing  operations  in  this  country  has  been 
the  cleaning  of  the  Upper  San  Fernando  Reservoir  of  the  Los  Angeles, 
Calif.,  water-supply  system  (14).  Although  most  of  the  water  enter 
ing  this  reservoir  is  supplied  by  the  Owens  Valley  aqueduct,  there  is  a 
natural  drainage  area  of  5,430  acres,  of  which  about  20  percent  is 
cultivated,  and  80  percent  is  in  brush.  Sediment  derived  from  this 
area  during  the  period  1921-39  reduced  the  reservoir's  capacity  from 
1,977  acre-feet  to  about  1.500  acre-feet.  Much  of  the  silting  was  the 
result  of  the  flood  of  March  1938. 

In  1939  the  reservoir  was  drained.  A  flow  of  about  10  second-feet 
was  let  into  the  reservoir  from  the  aqueduct  at  the  upper  end,  and 
this  cut  a  meandering  channel  through  the  basin.  To  aid  removal,  an 
8-inch  pipe.  1,100  feet  long,  was  used  to  bring  a  high-pressure  water 
supply  to  hose  lines 2%  and  4  inches  in  diameter  equipped  with  ^4-inch 
and  1^2-inch  nozzles.  Three  men  were  required  to  handle  the  large 
nozzle  and  two  men  to  handle  the  smaller  one. 

Of  the  20-foot  thickness  of  sediment  in  the  lower  part  of  the 
reservoir,  the  upper  5  feet  was  very  soft  and  would  assume  an  angle 
of  repose  of  about  10°  when  channels  were  cul  through  it.  The  bottom 
15  feet,  a  very  dense  clayey  material,  would  stand  in  a  vertical  face 
without  disintegrating. 

The  reservoir  was  kept  mi  watered  38  days,  and  an  estimated  20.000 
cubic  yards  (12.4  acre-feet )  of  sediment  was  sluiced  through  a  62-inch 
concrete  pipe  running  600  feel  on  a  1 -percent  grade  from  the  outlet 
tower,  and  was  discharged  through  blow-off  gates  of  12-inch.  24-inch, 
and  30-inch  diameter.  Sluicing  was  used  especially  to  clear  the  areas 
around  the  outlet  tower,  and  to  increase  the  concentration  of  solids 
in  the  outflow. 

Upper  San  Fernando  Reservoir  is  immediately  above  Lower  San 
Fernando  Reservoir.  In  the  extreme  upper  end  of  the  lower  reser 
voir  an  earth-fill  dam  containing  some  17,000  cubic  yards  and  having 
a  length  of  450  feel  was  constructed  to  impound  20,000  cubic  yards  of 
sediment  on  a  1 -percent  slope.  When  this  amount  was  deposited, 
sluicing  operations  were  stopped. 

A  total  of  220  man-days  of  I  ime  was  expended  in  the  sluicing  opera 
tions,  with  the  result  of  removing  90  cubic  yards  per  man-day.    Sluic- 
ing alone,  however,  is  considered  to  have  accounted  for  only  .'>o  cubic 
yards  per  man  day.  the  remainder  being  the  result  of  draining.      All 
of   the   sediment    removal,   however.    was    effected    because    a    supple 

mentary  water  supply  was  available. 

An  entirely  different  plan  of  sluicing  with  controlled  water  was 

suggested  by  Hughes  (/.'-/.  p.  151).  This  method  consists  of  (1) 
one  or  more  conduits  extending  from  the  base  of  the  dam  along  the 
floor  of  the  reservoir:  (2)  manholes,  or  standpipes  of  various  height, 
built  into  the  conduit-  w  ith  proper  spacing  over  the  area  to  be  Sluiced  : 
(3)  vertical  pipes  capable  ot  being  revolved  in  their  supporting  bear 
ings.  and  projecting  downward  from  the  water  surface  into  the  fixed 
standpipes  or  manholes  to  ,-i  considerable  depth:  (4)  horizontal  pipes 
iA'  adjustable  length  supported  by  pontoons  connected  by  right  angle 
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elbows  with  the  vertical  pipes;  and  (5)  movable  inclined  suction  pipes, 
extending  from  the  sediment  below  to  the  water  surface  and  flexibly 
connected  there  with  the  horizontal  pipes. 

Jet  pipes  would  extend  down  the  suction  pipes  to  provide  a  pres- 
sure method  of  loosening  compacted  sediment,  and  a  vacuum  pump 
would  be  installed  at  the  elbow  over  the  standpipe  to  exhaust  air  in  the 
system.  The  suction  end  of  the  pipe  would  revolve  in  circles  around 
the  standpipe  by  shortening  and  lengthening  the  horizontal  arm  to  a 
maximum  of  one-half  to  three-quarters  of  a  mile.  The  pipes  could 
be  transferred  by  boat  from  one  standpipe  to  another. 

Hughes  considered  the  scheme  impracticable  for  San  Carlos 
Reservoir,  because  of  (1)  high  installation  cost  and  the  long  period 
of  idleness  before  the  apparatus  was  needed,  during  which  time 
deterioration  by  floods,  leakage,  and  filling  up  with  sediment  might 
be  expected;  (2)  the  great  strength  required  in  the  standpipes,  because 
of  high  winds,  which  would  result  in  a  large  cost;  (3)  the  insufficiency 
of  siphonage  power  with  long  pipe  lines.  Hughes  calculated  that 
the  theoretical  limit  of  suction  in  the  siphon  with  a  complete  vacuum 
would  be  13.4  pounds  per  square  inch  at  the  elevation  of  San  Carlos, 
but  notes  that  river  and  harbor  dredging  pipe  lines  one-half  mile 
long  require  a  vacuum  of  10  to  15  inches  of  mercury  on  the  suction, 
equivalent  to  5  to  7%  pounds  per  square  inch,  and  nearly  25  pounds 
per  square  inch  more  on  the  discharge,  making  a  total  of  over  30 
pounds  per  square  inch,  thus  indicating  the  inadequacy  of  siphonage 
alone  in  this  scheme. 

Bonnet  (26,  pp.  404-406)  proposed  a  somewhat  similar  plan  in- 
volving a  network  of  tubes  over  the  bottom  of  the  reservoir  leading 
to  an  outlet  in  the  dam.  The  main  tube,  of  cast  iron  or  concrete. 
approximately  59  inches  in  diameter,  extending  up  the  thalweg  of 
the  reservoir,  would  have  many  side  tubes  about  29  inches  in  diameter. 
which  would  be  perforated  with  openings.  Chains  for  opening  the 
inlets  would  extend  to  the  water  surface,  where  they  would  be  at- 
tached to  buoys  and  could  be  reached  by  boat.  There  would  be  two 
smaller  openings  in  the  cover  plate  of  each  large  opening  for  freeing 
the  inlet  cover  of  sediment  accumulated  on  them.  Bonnet  admits 
the  system  would  be  initially  expensive,  but  claims  its  operation 
would  be  cheap.  The  amount  of  water  required,  however,  for 
effective  flushing  would  doubtless  be  large.  Orth  (95,  p.  355)  con- 
siders this  system  inferior  to  that  of  a  flexible  pipe  line  and  suction 
dredge  (see  p.  90). 

Appraisal- — The  advantages  of  sluicing  with  a  controlled  water 
supply  are:  (1)  Sluicing  can  be  timed  advantageously  with  respect 
to  availability  of  water  and  water  demand,  and  (2)  generally,  more 
sediment  can  be  removed  per  unit  of  water  used  than  in  flood  scouring 
or  draining  and  flushing. 

The  principal  objections  to  these  methods  are:  (1)  the  large  initial 
cost  of  the  necessary  installations  compares  unfavorably  with  the 
cost  of  other  plans,  particularly  with  development  of  additional 
storage,  so  long  as  suitable  sites  for  large  reservoirs  are  still  available, 
(2)  there  are  several  limitations  on  the  physical  feasibility  of  these 
methods,  and  (3)  the  effects  of  rapid  sluicing  on  the  channel  below 
the  reservoir,  or  on  downstream  reservoirs,  may  be  injurious. 

If  effective  scouring  were  to  be  obtained  by  release  of  water  into 
the  main  channel  from  upstream  reservoirs,  the  auxiliary  dams  either 
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would  need  to  be  equipped  with  large  gates  that  could  release  water 
rapidly  enough  to  produce  sharp  peak  flows,  or  they  would  have  to 
impound  sufficient  water  to  supply  a  sustained  flow  for  weeks.  In 
arid  regions  these  flows  of  relatively  clear  water  would  entrain  much 
sediment  in  the  reaches  between  the  subsidiary  reservoir  and  the 
main  storage  basin.  Hence,  scouring'  out  the  fine  sediment  would 
he  partly  offset  by  the  inevitable  deposition  of  coarser  material  trans- 
ported into  the  basin.  Furthermore,  long  sustained  flows  through  the 
reservoir  would  result  in  a  large  wastage  of  water,  unless  they  could 
be  produced  at  a  time  when  the  water,  even  though  heavily  charged 
with  silt  and  clay,  could  he  utilized  for  irrigation  or  other  purposes 
below  the  dam. 

It  is  conceivable  that  these  plans  might  he  used  advantageously  in 
some  power  -y-tems.  For  example.  Saville  [lOo.  p.  ..V  )  has  suggested 
that  if  one  or  more  high  storage  dams  were  constructed  on  the  head- 
waters of  Deep  River,  NT.  ('..  and  were  equipped  with  huge  gates, 
Hows  just  within  channel  capacity  could  be  developed,  and  would  be 
effective  in  scouring  out  deposits  behind  the  lower  dams  of  the  river 
if  these  dams  were  equipped  with  suitable  gates.  As  the  power  plants 
at  these  smaller  dam-  normally  do  not  operate  at  night,  or  over  the 
week  end,  there  would  he  ample  time  for  scouring. 

The  proposals  for  sluicing  fine-textured,  poorly  compacted  sediment 
through  a  network  of  pipes  from  the  lower  part  of  the  reservoir  to 
the  dam  would  seem  to  merit  further  investigation.  Admittedly  the 
installation  of  such  equipment  would  he  costly,  hut  such  a  system 
might  be  useful  not  only  in  removing  the  sediment  that  settles 
normally  from  suspension,  before  it  ha-  a  chance  to  become  so  compact 
that  its  removal  become-  difficult,  hut  also  in  picking  up  and  venting 
density  cm-rent-. 

SL1  ICING    WITH    HYDRAULIC   AND   MECHANICAL    VCITVTION 

Any  methods  that  stir  up.  break  up,  orlnove  deposits  oi  sediment 
into  a  stream  current  flowing  through  a  drained  reservoir  ha  sin  or  into 
a  lake  current  moving  through  and  out  of  a  full  reservoir  will  tend  to 
make  the  removal  of  sediment   from  the  reservoir  more  complete. 

An  important  feature  of  Davis'  scheme  of  sluicing  with  controlled 
water  described  in  the  preceding  chapter  was  the  installation  of  hy- 
draulic monitors  that  could  he  directed  at  the  beds  of  sediment.  Lip 
pincott  [85) i  in  hi-  proposal  for  diversion  of  water  in  canals  around 
impounding  reservoirs  (see  pp.  ">s  59),  suggested  that  water  skimmed 
Over  the  top  of  the  canal,  or  at  Ica-t  the  water  head  in  the  canal,  would 
permit  the  use  of  hydraulic  monitors  tor  sluicing  sediment. 

Jan  i-.  in  discussing  a  paper  by  Robinson  i !"!).  concluded  that  the 
minimum  cost  of  excavating  sediment,  estimated  to  he  $160  per  acre 
foot,  would  he  prohibitive,  and  that  the  only  useful  method  to  ac 
complish  this  purpose  would  he  some  adaptation  of  hydraulic  sluicing. 
Using  various  assumptions,  he  estimated  the  cost  of  sediment  removal 

by    this    method    would    he    S|l)    per    acre   foot.       The    lowe-t    COStS,    he 

helie\  ed,  would  result  from  proper  manipulal ion  of  outlet  gates,  which 
should  he  of  ample  dimensions,  together  with  tin'  judicious  use  of  jets 
from  hydraulic  giants  mounted  on  a  barge  for  use  around  the  edges 
of  the  reservoir  timing  the  irrigal  ion  season. 
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Heinly  (6'8)  described  sluicing  in  Buena  Vista  Reservoir,  a  pari 
of  the  water-supply  system  of  Los  Angeles,  Calif.  The  original 
capacity  of  this  storage  basin  was  39.9  acre-feet.  Its  main  water  sup- 
ply comes  through  a  diversion  conduit,  but  it  has  a  natural  drainage 
area  of  19.2  acres.  When  emptied  in  January  1910,  for  the  first  time 
in  15  years,  sediment  deposits  were  found  to  be  several  feet  thick. 
The  deposits  were  stirred  up  and  made  into  a  "soil  saturated  solution" 
by  hydraulic  jets  playing  upon  them  so  that  they  would  flow  to  the 
outlet  in  the  dam. 

Calmels  (37)  described  a  method  of  agitating  reservoir  sediment  by 
blowing  air  into  it  and  thus  causing  it  to  move  to  the  dam  in  greater 
concentration  in  the  water  released.  This  practice  was  tried  ex- 
perimentally in  the  reservoir  at  St.  Denis  du  Sig,  Oran  Province,  Al- 
geria. This  dam,  although  equipped  with  flood, sluice  gates,  which 
were  used  regularly,  had  lost  567  acre-feet  of  its  original  capacity  of 
2.837  acre-feet  by  1879. 

In  the  small-scale  experiments,  a  12-horsepower  steam  engine  was 
attached  to  a  compressed-air  generator  and  a  pressure  accumulator. 
From  the  pressure  accumulator  a  iys-inch  iron  pipe,  tightly  sealed  at 
the  joints,  was  run  to  a  barge,  where  it  was  connected  by  rubber  hose 
to  a  nozzle  that  forced  air  into  the  sediment  (fig.  44).  Calmels  pro- 
posed that,  in  a  large-scale  operation,  water  released  through  the  dam 
under  head  should  be  used  to  drive  a  turbine-air  compressor  located 
below  the  dam.  Iron  pipe  and  rubber  hose  would  convey  air  over  the 
dam  to  a  pontoon  consisting  of  two  "floating  caissons"  connected  by  a 
bridge  spanning  an  opening  of  about  2y2  feet.  Over  this  opening  a 
pulley  suspended  from  a  cross  beam  held  by  vertical  supports  about 
~>y2  feet  above  the  pontoon,  would  be  used  to  raise  and  lower  the 
nozzle.  Two  nozzles  were  designed.  The  first  of  these  was  4.17  feet 
long,  0.15  foot  in  inside  diameter,  and  terminated  in  a  cone  having 
an  angle  of  12°  to  the  axis  of  the  nozzle.  The  cone  was  perforated 
with  6  openings  0.008  fopt  in  diameter.  This  nozzle  could  be  used 
for  high-pressure  work — 5  to  6  atmospheres.  A  second  nozzle  has  only 
one  opening  0.038  foot  in  diameter,  and  was  designed  for  use  con- 
tinuously at  2  to  2!/2  atmospheres. 


Tube 


Engine 


Figtjre  44. 


-Plan  of  siphon  dredging  with  agitation  of  the  sediment  by  compressed 
air.     (After  Calmels.) 
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In  a  sluicing  operation  the  nozzle  was  to  be  used  first  against  the 
upstream  face  of  the  dam  to  develop  a  hole  in  the  deposits  around  the 
outlet.  In  Calmels'  opinion,  slumping,  sliding,  and  flowage  of  ma- 
terial into  this  hole  would  occur  so  readily  (probably  by  induced 
density  currents)  that  he  considered  it  unlikely  that  the  apparatus 
would  have  to  be  operated  very  far  above  the  dam.  Hi-  tests  showed 
that  water  became  turbid  for  a  distance  of  about  100  feet  around  the 
nozzle  in  a  few  minutes,  and  that  the  stirred-up  sediment  ran  off  even 
when  it  constituted  V  ■,  times  its  water  volume.  At  the  surface  of  the 
reservdir  it  was  found  that  the  nozzle  had  produced  a  concentration  of 
14  percent  |  by  weight '.  |  of  sediment  in  the  water. 

Calmels  estimated  that  an  apparatus  for  cleaning  a  reservoir,  with 
a  capacity  of  about   10,000  acre-feet,  would  COSt  aboul   $12,600. 

Nagle  i-''.'.  /'.  45)  reported  a  novel  method  used  in  the  Lozoya  Res- 
ervoir, built  about  1855  on  the  Rio  Lozoya.  to  supplement  the  water 
supply  of  Madrid.  Spain.  A  large  disk  wheel  that  revolved  hori- 
zontally and  could  be  raised  or  lowered  was  attached  to  a  large  flat 
boat.  To  the  face  of  this  wheel  narrow  wings  or  teeth  were  attached, 
and  these  beat  the  sediment  into  fine  mud.  which  could  he  moved  by  a 
small  current.  The  .-team  engine  that  propelled  the  boat  also  drove 
the  wheel.  The  apparatus  was  reported  to  do  good  work  whenever 
there  was  a  considerable  amount  of  water  flowing  through  the  reser- 
voir.     It  wasted  no  water,  and  could  be  used  when  desired. 

Blasting  sediment  deposits  in  time  of  Hood  has  been  considered  b} 
several  engineers.  Saville  (Jo.',,  p.  26)  states  that  the  problem  was 
taken  up  with  powder  manufacturers,  hut  the  prevailing  opinion  was 
that  blasting  would  prove  more  expensive  than  alternative  methods. 

A  number  of  methods  similar  to  the  ones  described  have  been  used 
in  cleaning  sediment  from  water-storage  hasins  of  municipal  and 
corporate  water  systems. 

Appraisal. — Most  author-,  who  have  considered  method-  of  agitat 
ing  and  sluicing  sediment,  were  of  the  opinion  that  they  were  unsatis- 
factory. Edgecombe  I  ft,  />.  /•'')  states  that  "Stirring  up  the  silt  de- 
posit with  a  jet,  and  allowing  it  to  pass  out  with  the  water  drawn  off, 
lias  been  suggested  as  a  method,  hut  it  does  not  appear  to  work  -ati-- 
factorily."  He  note-  that  a  new  reservoir  could  have  been  constructed 
I'd!  tlie  cost  is-7").V|>  pci-  acre-foot)  of  cleaning  out  two  small,  brick- 
lined  storage  reservoirs  at  Cincinnati.  Ohio,  whose  combined  capacity, 
according  t"  Ellms  I  .'■')  who  described  the  cleaning,  was  approxi- 
mately 1,200  acre-feet. 

Hemphill  (69,  />.  1070)  states  that  the  method  involving  "stirring 
up  the  silt  with  a  jet.  and  allowing  it  to  pass  out  with  water  drawn 
nil'    *    *    *    does  not  work  satisfactorily  even  in  the  smallest  reser 

\  oil-."" 

The  writer  believes  that  further  investigation  is  needed  before  the 
usefulness  of  -.hemes  for  agitating  sediment  should  he  discounted. 
Even  with  the  meager  pre-ent  knowledge  of  density  currents,  it  would 
appear  that  they  might  he  created,  or  at  Least  aided,  by  agitating 
already  deposited  sediment.  Often,  equipment  already  available  to 
reservoir  owners,  such  as  pumping  units  or  air  compressors  and  hose 
lines,  mounted  on  a  substantial  barge,  could  he  rigged  up  to  supply  a 
powerful  water  or  air  jet  to  he  directed  against  the  bottom  deposits. 
At  comparatively  nominal  cost,  considerable  quantities  ^i  tine  sedi 
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ment  might  be  moved  in  subsurface  currents  toward  outlets  in  the 
dam. 

In  power  reservoirs  that  have  a  large  dead  storage  space,  any  meth- 
ods that  would  tend  to  cause  sediment  to  move  from  the  useful  storage 
zone  in  the  upper  part  of  the  reservoir  to  the  dead  storage  zone  in  the 
lower  end  would  be  useful  for  a  time  in  maintaining  the  available 
pondage  or  storage. 

Wherever  draining,  Hushing,  or  sluicing  appear  to  be  warranted,  the 
additional  use  of  mechanical  or  hydraulic  means  for  stirring  up  the 
sediment  deposits,  or  sloughing  them  off  into  a  stream  flowing  through 
the  reservoir  basin  should  be  considered. 

WATERSHED  EROSION  CONTROL 

Watershed  erosion  control  embraces  all  of  those  measures  that 
are  effective  in  preventing  or  delaying  the  movement  of  soil  and  rock 
particles  from  their  points  of  origin  in  the  drainage  area  to  the 
reservoir.  Fundamentally,  watershed  erosion  control  differs  from  all 
other  methods  of  reservoir  silting  control  in  that  it  aims  at  eliminating 
the  problem  at  its  source  by  preventing  the  formation  of  sediment. 

The  scope  of  watershed  erosion  control  is  as  broad  as  the  fields  of 
soil  conservation,  forestry,  and  land  utilization.  On  these  subjects 
hundreds  of  books  and  articles  have  been  written  in  America  and 
abroad  since  the  beginning  of  the  century.  For  a  comprehensive 
treatment  of  all  aspects  of  soil  conservation  the  reader  should  consult 
the  authoritative  work  of  Bennett  {%%)  ;  of  forestry,  "A  National  Plan 
for  American  Forestry"  (126)  ;  and  of  range  problems,  "The  Western 
Range"  (127). 

As  shown  in  these  and  other  publications  (125, 128) ,  it  has  been  so 
convincingly  demonstrated  by  experiment  and  practice  that  conserva- 
tion measures  are  effective  in  reducing  the  rate  of  soil  loss  from  the 
land  that  it  may  be  assumed  that  erosion-control  measures  on  the 
drainage  area  of  any  reservoir  are  desirable,21  and  that  for  the  purposes 
of  this  publication  the  questions  of  particular  moment  are:  (1)  What 
specific  measures  can  be  used  and  what  are  their  effects ;  (2)  how  may 
programs  of  erosion  control  be  developed;  and  (3)  what  costs  are 
involved  in  such  programs. 

In  this  publication,  watershed  erosion  control  is  considered  with 
respect  to  (1)  the  sources  of  sediment  affecting  reservoirs,  and  why 
they  should  be  determined;  (2)  the  effects  of  man's  use  of  the  land  on 
increasing  rates  of  sediment  production;  (3)  the  methods  of  con- 
trolling sediment  production;    (4)    examples   of   efforts  to   protect 


21  Objection  has  been  raised  in  some  of  the  arid  States  to  conservation  measures  on  the 
grounds  that  they  decrease  the  supply  of  water  reaching  storage  reservoirs.  It  has  been 
claimed  that  additional -vegetation  would  increase  transpiration  and  evaporation,  and  that 
small  structures  would  pond  or  spread  water  and  increase  evaporation  and  percolation. 
Proponents  of  watershed  control  have  countered  with  the  argument  that  conservation 
measures  would  reduce  the  sediment  and  dissolved  salts  carried  by  runoff,  and  assure  a 
more  uniform  stream  flow,  thereby  actually  increasing  the  net  yield  of  usable  water  over  a 
period  of  years.  It  is  possible  that  the  circumstances  in  one  drainage  area  would  favor 
the  first  point  of  view,  and  in  another  area  the  latter  point  of  view.  In  any  event,  it  has 
been  clearly  shown  by  recent  studies  in  several  of  the  major  drainage  basins  of  the  West, 
namely,  the  Colorado,  Gila,  and  Rio  Grande,  that  less  than  half  the  area  of  these  basins 
contributes  more  than  three-fourths  of  the  sediment,  hut  less  than  one-fourth  of  the  water. 
It  would  seem  to  be  sound  national  policy,  aimed  at  the  preservation  of  vital  water  storage 
sites,  to  forego  the  use  of  5  or  10  percent  of  the  run-off  of  a  drainage  basin,  if  necessary, 
to  achieve  a  reduction  of  possibly  50  percent  or  more  in  the  sediment  load  brought  into 
major  reservoirs. 
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reservoir  watersheds;  and   (5)   plans  for  achieving  erosion  control, 
which  represents  an  appraisal. 

SOURCES  OF  SEDIMENT 

Historical  evidence  indicates  that  in  most  drainage  basins  of  the 
United  States  erosion  and  the  sediment  loads  of  streams  have  in- 
creased greatly  since  the  country  was  settled  by  white  men.  The  dis- 
cussion here  centers  on  these  sources  of  increased  or  accelerated  sedi- 
ment production  rather  than  on  those  areas  where  the  geologic  norm 
of  erosion  is  high,  as  in  the  had  lands  of  the  Dakotas.  the  Bryce  Canyon. 
Utah,  region,  the  Chinlee  badlands  of  Arizona,  or  the  breaks  of  the 
Missouri  River.  In  the  main,  the  aim  of  erosion  control  is  to  reduce 
the  rate  of  accelerated  soil  erosion,  to  make  it  as  nearly  conformable 
as  practicable,  under  required  conditions  of  land  use.  to  rates  pre- 
vailing under  the  geologic  norm.  Where  the  effects  of  sediment  are 
very  adverse,  and  where  the  geologic  norm  has  always  been  high,  it  is 
not  unreasonable,  however,  to  aim  at  reducing  the  rate  even  below 
this  norm. 

The  first  step  in  watershed  control  directed  toward  reservoir  pro- 
tection is  to  trace  the  sediment  to  its  points  of  origin  in  the  drainage 
basin,  and  to  determine  the  approximate  quantitative  yield  of  each 
of  the  principal  sediment  sources.  A  map  showing  the  relative'  de- 
gree of  accelerated  erosion  in  different  parts  of  the  drainage  area, 
while  helpful,  does  not  provide  the  needed  quantitative  data.  It  is 
obvious  with  only  a  little  study  of  the  landscape  that  sediment  pro- 
duced by  many  areas  of  very  rapid  erosion  is  deposited  largely  on 
fans  and  flood  plains  without  ever  reaching  the  main  stream  channels, 
whereas  other  areas  of  rather  inconspicuous  erosion  adjacent  to  chan- 
nels may  be  quantitatively  important  sources  of  reservoir  sediment. 
Sediment  sources  should  be  determined,  first,  with  respect  to  their 
geographic  distribution  within  the  drainage  area  and.  second,  with 
respect  to  causes  or  types  of  production. 

The  principal  types  of  sediment  production  are  as  follow-:  il) 
Sheet  erosion  by  surface  run-oil',  sheet  erosion  being  defined  as  the 
removal  of  surface  soil  by  overland  flow  without  the  formation  of 
channels  of  sufficient  depth  to  impede  cultivation;  (2)  gullying,  or 
the  cutting  of  channels  in  soil  by  concentrated  run-off;  (3)  road  and 
railroad  erosion,  or  the  washing  away  id'  material  from  cuts.  till-, 
and  surfaces  of  lines  of  transportation:  (I)  stream-channel  erosion. 
or  the  scouring  of  material  by  concentrated  How  from  the  bed-  and 
banks  of  streams  located  in  well-defined  valleys;  (•">)  flood  erosion, 
or  the  removal  of  surface  sod  by  flood  (low-  sweeping  across  flood 
plains:  (6)  erosion  incident  to  construction  activities,  such  as  ezcava 
tion  for  buildings,  bridges,  or  airports;  (7)  mining  and  industrial 
wastes  dumped  into  streams  or  left  in  positions  favorable  for  erosion 

In   contrast    with   the   extensive   knowledge   of   the  distribution   of 
erosion,  quantitative  data  on  the  sources  of  sediment  in  specific  water 
sheds  are  not  plentiful.    In  recent  research  studies  of  the  Soil  ('on 
servation  Service,  under  the  writer's  supervision,  an  attempt  has  been 
made  to  develop  a  survey  technique  for  determining  within  usable 
limits  of  accuracy  the  source-  of  sediment    in  the  drainage  areas  of 

certain  typical  reservoirs, 
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In  such  a  survey  of  the  6.74-square-mile  drainage  area  above  the 
Lexington  City  Reservoir,  Lexington,  N.  C.  it  was  found  that  during 
the  period  of  accelerated  erosion,  approximately  200  years,  38.2  per- 
cent of  the  total  sediment  output  of  the  drainage  area  had  been  de- 
rived solely  from  sheet  erosion;  37.2  percent  had  come  from  land  on 
which  both  sheet  and  gully  erosion  had  been  active ;  and  16.7  percent 
from  land  completely  destroyed  by  gullying,  although  such  land  con- 
stitutes only  1.7  percent  of  the  drainage  area.  Linear  gullies  large 
enough  to  map  separately  contributed  5.9  percent  of  the  sediment. 
The  remaining  2  percent  came  from  roads.  Stream-bank  erosion  con- 
tributed only  a  negligible  quantity  of  material  in  this  area.  Of  the 
total  material  washed  from  slopes,  37.7  percent  had  been  deposited 
in  colluvial  areas  and  in  the  alluvial  valleys,  whereas  62.3  percent  had 
been  transported  out  of  the  end  of  the  drainage  area,  or,  since  1935, 
deposited  in  the  city  reservoir.  This  survey  has  also  shown  the  per- 
centages of  sediment  derived  from  each  of  the  natural  drainage  subdi- 
visions of  the  area. 

Studies  made  as  part  of  a  flood-control  survey  by  the  United  States 
Department  of  Agriculture  in  the  Little  Tallahatchie  River  drainage 
area  of  1,509  square  miles  in  northern  Mississippi  have  shown  large 
differences  in  the  amounts  of  sediment  produced  by  different  physio- 
graphic subdivisions  of  the  area.  It  was  estimated  on  the  basis  of 
erosion  and  sedimentation  surveys  that  for  the  drainage  area  as  a 
whole  18  percent  of  the  sediment  is  coming  from  usable  agricultural 
land  and  woodland,  77  percent  from  land  abandoned  because  of  ero- 
sion and  nonagricultural  land,  and  5  percent  from  roads.  The  great- 
est contrast  was  found  between  the  sources  of  sediment  in  the  Brown 
Loam  area,  a  belt  of  loessal  soils,  underlain  at  depths  of  a  few  feet 
by  the  highly  erodible  Holly  Springs  Sand  (Eocene  Wilcox  age),  and 
the  Flatwoods  area  underlain  by  clays  (Eocene  Midway  age).  In 
the  Brown  Loam  area,  only  11  percent  of  the  sediment  came  from 
usable  agricultural  land  and  woodland,  whereas  86  percent  came  from 
abandoned  and  nonagricultural  land  and  3  percent  from  roads.  In 
the  Flatwoods  area,  on  the  other  hand,  62  percent  came  from  usable 
land,  27  percent  from  abandoned  and  nonagricultural  land,  and  11 
percent  from  roads.  The  other  two  subdivisions  of  the  drainage  area, 
the  Clay  Hills  and  the  Pontotoc  Ridge,  were  found  to  be  interme- 
diate between  these  extremes,  except  that  the  Clay  Hills  showed  a 
slightly  higher  contribution  from  roads. 

In  a  study  of  the  contribution  by  gullies  to  stream  loads,  it  was 
estimated  that  entrenched  channels  led  from  63  percent  of  the  gullies 
in  the  Brown  Loam  area  to  main  stream  channels  and,  hence,  pro- 
vided sluiceways  for  delivering  the  sediment  output  of  these  gullies 
directly  to  points  where  the  material  could  be  carried  downstream. 
On  the  other  hand,  37  percent  of  the  gullies  had  no  channels,  and  their 
sediment  output  was  deposited  on  alluvial  fans  at  their  mouths ;  thus 
these  gullies  contribute  little  except  the  finest  material  to  downstream 
flows.  In  planning  an  erosion-control  program  to  reduce  reservoir 
silting  in  such  an  area,  it  would  obviously  be  of  importance  to  control 
first  those  gullies  that  are  feeding  sediment  directly  to  the  main 
streams. 

In  a  flood-control  survey  by  the  Department  of  Agriculture  of  the 
437-square  mile  drainage  area  of  Buffalo  Creek,  which  empties  into 
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the  harbor  at  Buffalo,  N.  Y.,  it  was  found  that  the  principal  source 
of  sediment  was  stream-bank  erosion.  Based  on  surveys  of  1-mile 
reaches  of  the  principal  stream  channels,  separated  by  5-mile  gaps, 
and  on  a  conservation  survey  of  the  drainage  area,  it  was  estimated 
that  approximately  80  percent  of  the  total  material  reaching  Buffalo 
harbor  is  derived  from  the  stream  banks,  whereas  20  percent  comes 
from  erosion  of  the  land  surface. 

In  a  similar  flood-control  survey  of  the  sources  of  sediment  reach- 
ing Elephant  Butte  Reservoir  on  the  Rio  Grande,  N.  Mex.,  it  was 
estimated  from  erosion  and  sedimentation  surveys  that  of  the  18,034 
acre-feet  deposited  annually  (1915-35),  9,700  acre-feet,  or  54  percent, 
was  derived  from  the  Rio  Puerco,  a  tributary  that  drains  an  area  of 
6,100  square  miles,  or  only  23  percent  of  the  total  drainage  area.  It 
was  further  estimated  that  of  the  annual  sediment  output  of  the  Rio 
Puerco,  approximately  40  percent  is  derived  from  bank  erosion  along 
the  main  Rio  Puerco  channel,  another  30  percent  is  derived  from  ero- 
sion and  head  cutting  of  tributary  arroyos,  and  30  percent  is  derived 
from  erosion  on  slopes  of  the  drainage  area. 

In  a  recent  detailed  study  of  two  small  areas  in  the  Little  Sioux 
drainage  basin  in  northwestern  Iowa,  Mortimore  (90),  found  that 
from  one  watershed  of  114  acres  about  3  miles  northwest  of  Correc- 
tionville,  Iowa,  the  soil  loss  since  the  beginning  of  accelerated  erosion 
had  been  71.7  acre-feet,  of  which  22.0  acre-feet  was  derived  from  gully 
and  roadside  erosion,  and  49.7  acre-feet  from  sheet  erosion.  All  but 
1.9  acre-feet  of  this  eroded  soil  was  found  to  have  been  deposited  in 
an  alluvial  fan  at  the  mouth  of  the  drainage  area,  and  in  small  patches 
within  the  watershed. 

Suspended-load  records  obtained  by  the  U.  S.  Geological  Survey 
at  several  stations  in  the  Colorado  River  drainage  basin  have  beeii 
used  by  Stabler  ( / 13,  pp.  277-28Jf)  to  est  imate  the  percentages  of  sedi- 
ment derived  from  major  subdivisions  of  this  basin. 

In  a  recent  article  the  writer  (30)  has  pointed  out  that  soil  losses 
from  slopes,  as  measured  on  experimental  plots,  may  differ  widely 
from  losses  from  complete  drainage  areas,  as  a  result  of  deposition 
on  slopes  and  flood  plains  and  erosion  of  channels.  Figure  45,  based 
ou  data  obtained  from  an  unpublished  report  by  Iloyt,'-'-  shows  that 
5  plots  of  2  to  3' ,  [  acres  under  different  land  use  treatment  at  the 
Clarinda,  Iowa,  Conservation  Experiment  Station  during  25  periods 
of  surface  run-off  from  June  1934  to  September  L938  had  total  soil 
losses  ranging  from  0.44  to  8.3  tons  per  acre.  During  the  same  periods 
of  run-off,  the  supended-sediment  load  of  the  East  and  West  Tarkio 
Creek  drainage  areas,  within  which  the  station  is  located,  averaged 
17.3  tons  per  acre.  In  fact,  during  32  storms  the  plots  showed  do  sod 
loss,  but  during  these  storms  the  streams  transported  672,000  tons  ot 
material  out  of  the  drainage  areas.  On  the  other  hand,  sod  losses 
on  watershed  plots  of  2  to  3  acres  at  the  La  Crosse.  Wis..  Conservation 
Experiment  Station,  during  11(1  periods  of  run  oil  from  April  L934 
to  November  L938,  ranged  from  3  tons  per  acre  for  unterraced  pasture 
to  2G3  tons   per  acre   for  cultivated   land.      For  the  same   periods  of 


■"Hoyt.  W.  Q,  RAINFALL  Rl  \  OFF  RBI  IT10NS  BAST  LNO  WEST  PARK  10  CRKIKS  u>\\  v  IKP 
MISSOURI,  A  Nil  COMPARISON  OF  SURFACE  Rl  \  OFF.  SILT  LOSS  DIRECT  Rl  N  01  i  i\|i  si  SPRNDEll 
MATTER.  TARKIO  CREEK  w;i\\  IND  LA  CROSSE,  Wisconsin  u;r\  1  s  Qeo!  Surve\  1940 
I  Unpublished.  1 
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Figure  45. — Comparison  of  soil  losses  from  experiment  plots  and  the  sediment 
load  of  streams  draining  adjacent  watersheds. 

run-off  the  adjacent  Coon  Creek  and  Little  La  Crosse  River  carried 
a  suspended  load  of  5.7  tons  per  acre,  far  below  an  average  based  on 
application  of  plot  measurements  in  proportion  to  land  use  in  their 
drainage  areas. 

Where  such  data  show  that  erosion  losses  are  less  than  the  stream 
load,  this  implies  that  there  are  important  sources  of  erosional  debris 
other  than  the  farm  land  sampled  by  the  plots.  Study  of  the  Tarkio 
Creek  area  discloses  that  stream-bank  erosion  can  account  for  the 
excess  of  sediment  load.  Where  stream  load  is  only  a  fraction  of 
erosion  measured  on  the  land,  it  is  obvious  that  large  quantities  of 
eroded  material  must  be  stopping  on  gentler  slopes  and  flood  plains. 
Measurements  in  Coon  Creek  Valley  have  disclosed  that  between  4,500 
and  5,000  acre-feet  of  sediment  has  been  deposited  in  it  since  accelerated 
erosion  began,  and  this  does  not  include  large  additional  amounts  in 
tributary  valleys  and  upland  swales. 

There  is  an  erroneous  notion  prevalent  among  reservoir  owners  and 
operators  that  much  of  the  sedimentation  in  lakes  results  from  wave 
erosion  along  the  shore  line.  In  a  study  of  silting  in  Lake  Decatur, 
Decatur,  111.  (62) ,  it  was  found  that  erosion  of  the  shore  line,  especially 
conspicuous  at  this  lake,  had  accounted  for  only  about  1  percent  of  the 
total  material  deposited  in  the  reservoir.  In  Lake  Dallas,  near  Dallas, 
Tex.,  the  principal  wave-cut  areas  had  contributed  only  79  acre-feet 
out  of  13,687  acre-feet  of  sediment  measured  in  the  lake  in  1938.  In- 
cluding unmeasured  areas,  the  total  contributed  by  wave  erosion  was 
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undoubtedly  less  than  1  percent.    Studies  of  other  lakes  have  indicated 
that  the  amount  contributed  by  shore-line  erosion  is  almost  always  less 

than  5  percent  of  the  total  sediment. 

Frank  (55)  states  that  studies  in  the  San  Francisco  peninsular  region 
of  hilly  terrain  have  shown  that  the  major  cause  of  reservoir  sedimenta- 
tion is  the  serious  erosion  resulting  from  sliding  and  slumping  from 
State  and  county  highways.  Much  of  the  sediment  production  from 
some  watersheds  along  the  steep  San  Gabriel  Mountain  front  near 
Los  Angeles  also  has  been  attributed  to  construction  of  highway-. 
Johnson  and  Brown  (  75)  state  that  in  a  recent  survey  of  the  drainage 
area  of  Lake  Issaqueena  on  Six  Mile  Creek  near  Clemson,  S.  C.  erosion 
along  roads  was  found  to  be  one  of  the  principal  sources  of  reservoir 
sediment. 

Erosion  along  railroads  and  power-line  rights-of-way  is  believed  to 
be  quantitatively  unimportant  except  in  rare  instances.  "What  is 
known  of  the  extent  of  flood-plain  scour  suggest  that  it  is  not  often 
an  important  contributoi  of  sediment.  Mining  and  industrial  wastes 
are  locally  important,  and  are  usually  readily  recognized  as  sources 
in  a  wastershed  study. 

EFFECT  OF  LAM)  USE  ON   EROSION 

Acceleration  of  erosion  over  geologic  norms  exists  and  is  largely  due 
in  most  sections  of  the  United  States  to  man's  use  and  treatment  of 
the  land.23  It  follows,  therefore,  that  any  program  of  watershed  erosion 
control  must  look  to  moans  by  which  the  use  of  the  land  may  l>e  changed 
or  improved  in  such  a  manner  as  to  reduce  the  rate  of  soil  loss  and 
sediment  production. 

The  more  important  types  of  land  treatment  that  result  in  accel- 
erating the  rate  of  erosion  are:  (1)  Burning  of  vegetative  cover  (in- 
cluding in  addition  to  intentional  burning,  accidental  burns  resulting 
from  man's  carelessness,  and  occasional  unavoidable  burns  resulting 
from  lightning).  (2)  Logging  and  deforestation.  (3)  Overgrazing. 
(4)  Cultivation.  (5  )  Highway,  railroad,  and  power-line  construction. 
(6)  Urban  and  industrial  construction.  (7)  Mining  operations.  (8 
Smelters. 

BUBNTNG 

Fire  is  one  of  the  major  causes  of  destruction  of  natural  vegetal 
cover.  More  than  40  million  acres  of  land  are  burned  over  annually 
in  the  United  States.     All  fires  destroy  some  of  the  dead  vegetal 

litter  and  lnnnic  matter  of  forest   and  grassland.     Many  fires  are  so 


51  Some  engineers  and  geologists  have  challenged  the  contention  that  the  sediment  load 
of  streams  In  some  sections  of  the  conntrj  is  any  larger  now  than  before  occupation  of  the 
land  by  white  men.     Straub,  in  discussing  an  article  i>y  the  writer  i.e.  //  |  ins 

observations  made  In  1929  :'.i   in  relation  to  observations  made  In  1879  bj  James  Seddon 
on  the  amonnl  of  suspended  load  transported  by  the  Missouri  River  pasl  §1   Charles    Mo 
a  point  about  30  miles  upstream  from  the  rivers  mouth.     Agreement  of  the  two  son. 

Investigations  was  fonnd  to  be  vers  close,  although  Seddon's  data  wer mpUed  at  a  time 

when  agricultural  development  In  the  Missouri  Basin  was  much  less  than  In  1930  Stranb 
concluded  from  this  comparison  that  although  the  layer  of  fertile  s,.ii  is  being  severely 
muled  in  many  regions  of  the  drainage  area,  the  additional  material  which  Is  ished 

directly  Into  the  river  In  recent  years  because  of  agricultural  development  is  not  appreciable 
when  compared  to  the  total  suspended  load  of  the  Missouri      Others,  notabb   Bryan 
have  ascribed  accelerated  erosion   In   the  arid    Southwest   largelj    to  climatic  condit 
during  tin1  last  century, 
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intense  or  hot  that  they  destroy  not  only  this  ground  litter,  but  com- 
pletely kill  the  trees  or  other  vegetation.  This  destruction  of  cover 
leads  to  acceleration  of  run-off  on  slopes  bared  of  their  protection, 
and  results  in  greatly  increased  soil  losses. 

Astonishing  examples  of  the  effect  of  burns  on  the  excessively  steep, 
chaparral-covered  mountain  slopes  of  southern  California  have  been 
recorded. 

During  the  4  days,  November  21-24,  1933,  a  fire  swept  the  moun- 
tainous portions  of  small  drainage  areas  of  the  San  Gabriel  Mountains 
lying  northwest  of  La  Canada  Valley,  between  the  San  Gabriel  and 
Verdugo  Mountains  in  Los  Angeles  County  (121)-  On  December 
31,  1933,  and  January  1,  1934,  record  precipitation  of  10  to  about  15 
inches  fell  in  the  mountain  areas.     The  resulting  floods  brought  ero- 
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Figure  46. — Severe  erosion  resulting  from  burning  of  chaparral  cover  on  pre- 
cipitous mountain  slopes  of  the  San  Gabriel  Mountains,  Los  Angeles,  County, 
Calif.     (Courtesy  U.  S.  Forest  Service.) 


sional  debris  out  of  the  burned  watersheds  in  amounts  ranging  from 
50,000  to  67,000  cubic  yards  per  square  mile.  Neighboring  watersheds 
subjected  to  the  same  rainfall,  but  with  their  chaparral  cover  intact, 
yielded  almost  clear  water,  which  did  little  damage.  In  contrast 
with  maximum  flood  discharges  reaching  1,000  second-feet  per  square 
mile  from  the  burned  areas,  the  run-off  in  the  unburned  San  Dimas 
and  Arroyo  Seco  Canyons  a  few  miles  distant  was  only  50  to  58  second- 
feet  per  square  mile,  and  the  erosional  debris  carried  out  of  the  San 
Dimas  drainage  basin  was  only  56  cubic  yards  per  square  mile  {128) . 

Table  4  {128,  p.  38)  gives  data  on  measured  debris  movements  from 
adjacent  burned  and  unburned  watersheds  near  Los  Angeles  in  the 
water  year  1935-1936. 
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Table    4. 


-Measured    debris   output   from    humeil    and    unturned    watersheds, 
southern  California,  in  1935-36 


Rate  of 

Rate  of 

Watersheds 

Area 

Total 
debris 

debris 
output 

Watersheds 

Area 

Total 

debris 

debris 

output 

per 

square 

output 

per 
square 

output 

mile 

mile 

Square 

i  m, it- 

<  iibic 

Sguart 

Cubic 

( 'iil, a 

Burned  ' 

miles 

yards 

yards 

1 '  1 1 1 1 1  irt  n-i  1    - 

miles 

yards 

yurds 

Fair  Oaks 

0.21 

15,715 

74,  KiiU 

Hell  No,   1 

.  121 

'  79 

652 

Kern  Canyon 

50 

15,  120 

30,240 

Bell  No  2 

158 

in 

63 

Lincoln. 

.50 

7,  960 

15,920 

Dell  No.  3 

.  097 

•  8H 

,'ul 

Las  Flores 

.  32 

10,630 

33,  220 

Fern  No.  l 

.  055 

,:i 

5   1 

West  Ravine.  - 

25 

ix,  335 

73,  34U 

Kirn  No.  '-' 

.063 

.  1 

1   B 

Fern  No.  -i 

084 

.  l 

1    2 

1  The  burned  watersheds  were  denuded  by  fire  on  Oct.  23,  1935.    Records  from  debris  basins,  Los  Vn 
Count]  Flood-Control  District. 

'The  "unburned"  areas  in  Bell  Canyon  were  burned  over  in  1919,  and  now  are  covered  with  a  growth 
of  cliamise-Ceanothus  chaparral.  The  Fern  Canyon  watersheds  have  nol  been  burned  over  in  at.  leas)  60 
years,  and  are  now  covered  with  a  heavy  stand  of  scrub  live  oak,  bit'  cone  spruce,  and  man /.unit  a-buck  thorn 
chaparral.  The  Hell  and  Kern  Canyon  areas  are  in  the  San  Dimas  Experimental  Forest.  Records  from 
San  Dimas  Experimental  Forest,  U.  S.  Forest  Service. 

3  Eroded  material  came  in  large  part  from  a  road-fill  nol  yel  completely  stabilized. 

4  Erosion  traced  to  natural  slumps  not  far  above  reservoir. 

The  effect  on  sedimentation  of  burns  in  the  drainage  area  of  Gibraltar 
Reservoir  near  Santa  Barbara,  Calif.,  is  clearly  shown  in  table  5, 
In  L932  and  1933,  approximately  80  square  miles  out  of  a  total  drain 

age  area  of  216  square  miles  was  burned.  During  the  2.9-year  period 
between  the  reservoir  surveys  in  1 1  >-i L  and  1934,  2,041  acre-feet  of 
sediment  accumulated;  The  average  content  of  sediment  in  inflow  to 
the  reservoir  during  this  period  was  3.12  percent,  or  nearly  three  t  imes 
as  great  as  during  any  other  period  of  record.  Based  on  the  rate  of  ac 
cumulation  for  a  period  of  nearly  L2  years  prior  to  L931,  it  IS  esti- 
mated that  appoxhnately  1,600  acre-feet  of  sediment  during  the  3 
years  1931-34,  may  be  attributed  directly  to  the  fire.  As  the  construc- 
tion of  the  reservoir  cost  $57.50  per  acre-foot  of  storage  space,  the 
deposition  of  sediment  attributable  to  the  tire  represented  a  loss  to  the 
city  of  at  least  $92,000  or  $1.7!)  per  acre  burned.  The  excessive  sedi- 
ment accumulation  during  this  period  led  to  the  construction  id'  the 
debris  dams  described  on  pages  35-36. 

Table  5.     Silting  in  Gibraltar  Reservoir,  Santa  Barbara,  Calif. 


Pet  Ibd 

>  cats 

\nnual  sedl 
nicnt  airmail 

lation  i"'i  acre 
of  drainage  area 

Average 

annual 
inflow 

Sediment 

content  ol 
Inflow  bj 

(  olllllle 

1920  :n 
mill  34 
1934  36 
1986  38 
1938  m 

\  ii  inliii 
11    8 
■J  Q 

1   '.1 

Ciilae  tut 

is 
-.•:t7 
99 
163 

Aarint 
is.  158 

79,  765 

11.  121 

Percent 

i  i 

In  the  pine  region  of  the  high  Sierras  of  California,  a  ,">  year  record 
( /..'S,  p.  39)  of  I  he  run-off  ami  erosion  from  repeatedly  burned  and  com 
parable  unburned  plots  shows  a  yearly  run  oil  from  the  burned  area- 
ranging  from  31  to  \\\:\  limes  that   from  the  unburned  area-,  and  yearh 

erosion  ranging  from  22  to  239  times  thai  from  the  unburned  areas. 
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The  run-off  from  a  plot  allowed  to  revegetate  after  a  single  burning 
exceeded  the  run-off  from  an  unburned  check  plot  by  31  times  the  first 
year  and  11,  5, 15,  and  14  times  in  the  subsequent  4  years. 

Table  6,  based  on  records  from  the  soil  and  water  conservation  ex- 
periment stations  of  the  Soil  Conservation  Service,  shows  the  effect  of 
burning  woodland  of  the  type  ordinarily  found  on  farms. 

Table  6. — Effect  of  woodland  burning  on  soil  and  water  losses  1 


Suil  and  location 

Period 
inclusive 

Average 
annual 
rainfall 

Slope 

Cover 

Ratio  of 
water  loss 
to  precipi- 
tation 

Soil  loss 
per  acre 

Cecil     sandy     clay     loam, 
Statesville,  N.  C. 

1932-38 
1932-10 
1932-38 

Inches 
48.20 

41 

30.  63 

Percent 
10.0 

12.5 

5.2 

(Virgin  woods... 

•{Virgin  woods,  burned  annu- 

l    ally. 

1  Virgin  woods 

Percent 
0.1 
9.9 

.3 
2.6 

.1 
4.4 

1  \>  Its 
0 
2.6 

.  OS 

Kirvin    fine    sandy     loam, 
Tyler,  Tex. 

Vernon    fine    sandj     loam, 
Outhrie,  Okla. 

{Virgin  woods,  burned  annu- 

l    ally. 

I  Virgin  woods.   

<  Virgin  woods,  burned  annu- 
l    ally. 

.36 

.01 
.13 

1  From  measurements  at  soil  and  water  conservation  experiment   stations  of  the  Soil  Conservation 
Service.     All  measurements  were  made  on  plots  6  by  72.6  feet,  or  0.01  acre. 

Logging  and  Deforestation 

Most  of  the  commercial  logging  in  the  United  States  has  closely 
approached  clear  cutting,  that  is,  removal  of  all  trees  of  sufficient  size 
to  contain  merchantable  timber.  Conservative  logging,  if  not  pre 
ceded  or  followed  by  fire,  may  not  destroy  much  of  the  undergrowth  nor 
cause  severe  erosion.  Slash  left  on  the  ground  b}r  logging  operations, 
however,  greatly  increases  the  fire  hazard,  although  it  is  of  some  benefit 
as  an  erosion-reducing  cover  if  it  remains  unburned.  On  the  other 
hand,  the  high-powered  machinery  used  in  large-scale  commercial 
logging  operations  drags  logs  over  the  ground,  and  tends  to  destroy 
much  of  the  lesser  vegetation,  and  to  disturb  the  litter  and  topsoil,  thus 
leading  to  serious  erosion. 

The  effect  of  clear-cutting  in  a  forest  and  subsequent  regeneration 
by  sprouting  species  has  been  shown  by  the  results  of  experiments  at 
Wagon  Wheel  Gap,  Colo.  {20).  Measurements  on  two  adjacent  ex- 
perimental watersheds  of  approximately  200  acres  each  during  the 
period  1910-19  showed  that  watershed  A  delivered  an  average  annual 
sediment  load  of  691.5  pounds  dry  weight,  and  watershed  B  delivered 
568.5  pounds.  In  1919  and  1920  all  of  the  timber  on  watershed  B  was 
removed  by  clear  cutting.  During  the  second  period  of  measurement, 
1920-26,  watershed  A  delivered  an  average  of  477  pounds  and  water- 
shed B,  3,340.1  pounds  of  sediment  annually.  The  ratio  of  B  over  A, 
therefore,  increased  from  0.822  to  7.002,  or  was  about  8y2  times  as  high 
after  cutting — this  despite  the  fact  that  a  dense  cover  of  aspen  sprouts 
took  possession  of  the  area  the  first  year  after  cutting  This  increase 
in  sediment  load  was  due  in  part  to  the  fact  that  the  total  yearly  run- 
off in  the  logged  watershed  increased  after  cutting  by  about  15  percent 
and  the  flood  crests  were  advanced  in  time  and  their  maximum  heights 
increased. 
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On  the  Manistee  River.  .Mich.,  the  channel  is  reported  ( i.?./,  pp. 
19-20)  to  have  filled  5  to  8  feet  with  sediment  as  a  result  of  logging 
operations  conducted  along  the  river  over  a  period  of  30  to  40  years. 
The  practice  of  skidding  logs  down  the  Steep  sandy  river  hanks,  often 
50  to  2(K)  feet  high,  denuded  the  hanks  of  all  vegetation,  and  caused 
quantities  of  sand  to  he  pushed  and  washed  into  the  river.  This  exces- 
sive hurden  of  sand  not  only  clogged  the  channel,  but  is  reported  to 
have  caused  silting  in  several  downstream  reservoirs. 

Ritchie  {101)  recounts  an  experience  in  deforestation  told  by  the 
chief  engineer  of  the  Goldfields  Water  Supply,  Western  Australia. 
This  agency  had  experimented  on  part  of  the  drainage  area  of  Mandat- 
ing Reservoir,  which  supplied  all  the  gold-mining  areas  and  a  certain 
amount  of  water  to  the  city  of  Perth.  By  ringharking  and  killing  the 
trees  on  small  areas,  the  agency  had  found  that  more  rapid  run-off 
increased  the  total  yield  of  water,  which  was  ordinarily  only  2%  per- 
cent of  the  precipitation,  and  occasionally  as  low  as  -l  percent.  In  an 
attempt  to  fill  the  reservoir  in  drier  years,  a  large  area  of  the  drainage 
basin  was  subsequently  treated  in  this  manner.  As  soou  as  all  the 
timber  had  been  killed,  the  run-off  began  to  show  a  most  serious  increase 
in  dissolved  salts,  especially  sodium  and  magnesium  chlorides.  Both 
these  salts  are  highly  objectionable  because  of  their  destructive  action 
on  metal  pipe  lines,  and  their  increase  seriously  affected  u>e  of  the  water 
for  trade  and  manufacturing  purposes.  Finally  the  water  authorities 
realized  the  mistake  that  had  been  made,  and  for  some  years  prior  to 
1923  had  been  seeking  to  ret  neve  the  error  by  pursuing  an  active  policy 
of  reestablishing  trees  en  the  ringbarked  area-. 

A  voluminous  literature  exists  on  the  effects  of  deforestation  in 
increasing  run-off  and  erosion  in  many  parts  of  the  world,  of  which 
typical  examples  are  publications  by  Glenn  {61)  on  the  Southern 
Appalachian  Region  and  by  Wood  (138)  on  southeastern  Australia. 

Overgrazing 

Overgrazing,  caused  by  placing  too  many  animal  units  on  an  area 
of  land,  results  in  reduction  of  the  density  of  vegetation  through  close 
foraging  and  overtrampling  (fig.  47).  On  some  lands  that  have  steep 
slopes  and  highly  eiodihTe  soils,  the  running  of  any  animals  constitutes 
overgrazing.  On  the  other  hand,  virgin  range  on  low  slopes  may  sup- 
port seasonally  as  many  as  50  or  more  head  of  cattle  per  LOO  acres 
without  grass  depletion.  In  occasional  dry  years,  of  course,  the  gi 
cover  will  he  depleted  without  grazing,  and  in  these  years  grazing 
will  greatly  accelerate  the  depletion:  hut  recovery  will  follow  in  subse 
quenl  years  of  heavy  rainfall,  if  the  range  is  given  adequate  rest. 

A  study  by  the  Entermountain  Forest  and  Range  Experiment  Sta 
lion.  U.S.  Forest  Service,  of  two  watersheds  of  approximately  LO  acres 
each  near  the  summit  of  the  Wasatch  Plateau  in  central  Utah  showed 
that  the  major  portion  of  the  run-otf  was  derived  from  winter  snow. 
but  that  by  far  the  greater  amount  of  ero>ion  was  caused  by  summer 
rains.      A^  a  result   of  grazing  restriction,  which   allowed  the  vegetal 

cover  on  watershed  A  to  Increase  from  if.  percent  in  L920  to  40  percent 

in  1924,  the  summer  run-otf  was  reduced  t'>  I   percent   and  the  amount 
of  sediment  lost  was  reduced  54 percent, 

After  1984,  watershed  B  was  overgrazed,  and  by  L936  density  of 
vegetation  was  reduced  approximately  from   10  percent  to  •_'■'>  percent. 
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In  the  latter  year,  the  heaviest  summer  rainfall,  since  measurements 
were  starte.d,  resulted  in  record  run-off  on  both  areas  for  a  single  sum- 
mer season.  The  run-off  and  erosion  were  found  to  be  greatly  in- 
creased on  watershed  B  as  a  result  of  overgrazing  since  1934. 

Studies  by  Craddock  and  Pearse  (40)  in  the  Boise  River  drainage 
basin,  Idaho,  with  a  portable  apparatus  for  simulating  natural  rainfall 
showed  that  bunchgrass  (Sporobolus  airoides  (Torr.)  Torr.)  range 
not  depleted  by  overgrazing  yielded  an  average  of  only  0.4  percent 
run-off  and  6  pounds  of  eroded  material  per  acre.  The  downy  chess 
{Bromvs  tectorumlj.)  and  needlegrass  (Stipa  sp.)  lupine  (Lupirms 
sp.)  species  which  have  succeeded  the  bunchgrass  on  overgrazed  ranges 
at  lower  and  higher  elevations,  respectively,  were  found  to  be  distinctly 
less  effective  covers.     Run-off.  rano-in<i'  from  60  to  100  times  as  much. 


Fk;t;re  47. — Contrast  of  heavily  overgrazed  slope  on  left  of  fence  and  ungrazed 
slope  on  right.  On  the  left  of  the  fence  the  stage  is  being  set  for  extensive  ero- 
sion. Santa  Rita  Experimental  Range,  S  miles  east  of  Sonoita,  Ariz.  (Courtesy 
U.  S.  Forest  Service.) 

carried  off  an  average  of  2,017  and  4.78r>  pounds  of  soil  per  acre  from 
these  types.  Areas  covered  by  an  annual  weed  type  of  vegetation 
yield  150  times  as  much  run-off  as  those  growing  bunchgrass,  and  ap- 
proximately 15,280  pounds  of  soil  per  acre. 

In  a  study  of  the  relation  of  sedimentation  in  Morena  Reservoir, 
San  Diego  County,  Calif.,  to  watershed  characteristics,  Barnes,  Krae- 
bel,  and  LaMotte  (18)  concluded  that  most  of  the  sediment  had  come 
from  deep  trenching  of  alluviated  valleys  and  from  mountain  slopes 
denuded  of  their  protective  cover  by  fire.  They  found  that  overgraz- 
ing and  repeated  burning  have  been  the  chief  causes  of  accelerated 
erosion,  which  is  still  active,  and  of  annual  sediment  accumulation  in 
the  reservoir  of  174  cubic  feet  per  acre  of  drainage  area. 

A  number  of  studies  (128,  pp.  If7-48)  have  shown  that  grazing  of 
farm  woodlots  results  in  significant  increases  in  run-off  and  soil  loss. 
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Other  studies  have  shown  that  the  nutrition  obtained  from  woodland 
grasses  is  definitely  inferior  to  that  obtained  from  grasses  of  open 
pasture-.  At  the  soil  and  water  conservation  experiment  station,  Soil 
Conservation  Service,  at  La  Crosse,  Wis.,  measurements  were  made  on 
three  small  watersheds:  (1)  A  pasture  recently  cleared  of  timber,  (2) 
a  watershed  covered  with  typical  hardwood  forest  thai  is  being  pas 
tured,  and  (3)  a  typical  woodlot  upon  which  no  grazing  of  any  kind 
is  permitted.  From  May  to  November  1935,  in  which  period  there 
were  8  rather  intense  storms,  but  little  more  than  normal  average  pre- 
cipitation, the  grazed  woodlot  yielded  about  9  percent  run-off  and  1,600 
pounds  of  soil  per  acre,  the  cleared  pasture  3  percent  run-off  and  GOO 
pounds  of  soil  per  acre,  and  the  ungrazed  wooded  watershed  only  0.15 
percent  run-off  and  17  pounds  of  soil  per  acre. 

CUI.TIVATIO>- 

Of  all  the  forms  of  land  use.  cultivation  has  undoubtedly  resulted  in 
the  greatest  destruction  of  soil  and  the  greate-t  increases  in  the  sedi- 
ment burden  of  streams.  Of  the  total  of  1.903  million  acres  of  land  in 
the  United  States,  about  413  million  are  tilled  or  tillable  cropland: 
approximately  615  million  acre-  are  classed  as  commercial  forest  land: 
pasture  and  range,  exclusive  of  grazed  forest  and  woodland  area.-,  total 
about  696  million  acres;  and  farmsteads,  roads,  urban  developments, 
waste,  and  similar  areas  account  for  the  remaining  179  million  acres. 

Bennett  (££)  has  discussed  comprehensively  the  effects  of  clearing 
and  cultivation  of  the  land  on  the  acceleral  ion  of  em-ion.  These  effects 
are  now  so  widely  recognized  and  understood  in  the  United  Suite-  that 
it  i-  repetitious  to  discuss  them  in  any  detail  here  i  fig.  4s  i. 


"5*" 


I  toi  bb  is     Contrast  •  -i  erosion  in  cultivated  apricot  orchard  ami  pastare  en  land 
sloping  up  to  •">.".  percent.     Ventura  County,  Calll  .  Februarj  193W 
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Table  7  gives  a  comparison  of  soil  losses  on  plots  of  clean-tilled  crops 
and  dense  cover  at  the  soil  and  water  conservation  experiment  stations 
of  the  Soil  Conservation  Service. 

Table  7. — Soil  and  water  losses  under  clean-tilled  crops  and  dense  cover1 
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10 
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N.  C. 
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4 

Corn.... 

18.8 

12.9 

do 

.02 

.03 

Tex. 

1  From  measurements  at  soil  and  water  conservation  experiment  stations  of  the  Soil  Conservation  Service 
All  measurements  were  made  on  plots  6  by  72.6  feet,  or  0.01  acre. 

Bennett  (22,  pp.  149-168)  has  also  given  detailed  comparisons  of  soil 
losses  with  different  degrees  and  lengths  of  slope,  with  rainfall  in- 
tensity, season,  crop  rotation,  cropping  practices,  direction  of  cultiva- 
tion, organic  matter,  grass  and  forest,  past  degree  of  erosion,  and 
biological  aspects  of  the  soil. 

Highways,  Railroads,  and  Power  Lines 

One  of  the  important  sources  of  erosional  debris  throughout  most  of 
the  United  States  is  the  widespread  network  of  highways  and  county 
roads.  Much  attention  has  been  given  in  recent  years  to  the  vegetative 
stabilization  of  highway  cuts  and  fills,  but  few  data  are  available  on 
relative  contribution  of  sediment  from  these  sources.  Data  previously 
cited  (p.  116)  show  that  in  the  Lexington  Reservoir  drainage  area, 
N.  C,  roads  have  contributed  a  total  of  2  percent  of  the  past  sediment 
output;  and  in  the  Tallahatchie  drainage  area,  northern  Mississippi, 
2  to  11  percent.  Johnson  and  Brown  (75)  found  that  roads  were  a 
major  source  of  sediment  in  tbe  drainage  area  of  Lake  Issaqueena  near 
Clemson,  S.  C,  but  no  data  on  the  quantities  of  sediment  from  this 
source  were  obtained.  It  was  estimated  in  their  survey,  however,  that 
33.3  miles  of  road  in  this  area  of  14  square  miles  were  contributing 
considerable  amounts  of  sediment  and,  hence,  were  in  need  of  erosion 
control. 

The  percentage  of  the  total  sediment  output  contributed  by  roads 
may  vary  from  almost  100  percent  in  some  watersheds  to  a  negligible 
amount  in  others.  Modern  scenic  highway  construction  across  well- 
forested  mountains  in  both  the  Appalachians  and  the  Rocky  Mountains 
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lias  caused  soil  disturbance  of  serious  proportions  for  the  first  time 
since  settlement  of  this  country.  In  such  mountain  watersheds, 
streams  that  once  issued  almost  crystal  clear  are  now  muddy  with 
sediment  derived  from  highway  cuts  and  fills.  From  the  meager 
available  data  it  appears  that  in  most  agricultural  drainage  areas  the 
contribution  of  road  ranges  from  about  2  percent  to  as  much  as  15 
percent  or  more. 

A  serious  erosion  problem  in  many  parts  of  the  country  stems  from 
road  and  highway  drainage.  In  the  southern  Piedmont,  for  example, 
large  areas  of  gullying  in  fields  may  be  traced  directly  to  improper 
diversion  of  road  water.  Federal  and  State  highways,  because  of  their 
greater  cost  and  value,  are  better  protected  against  slope  and  fill  erosion 
and  are  more  properly  drained.  Throughout  most  of  the  country, 
county  highways  and  secondary  roads  are  causing  more  serious  erosion 
than  the  main  roads. 

In  most  of  the  country,  railroad  fill-  and  cuts  have  been  in  place 
for  so  ni.i ii\  years  that  they  are  now  more  or  less  completely  stabilized 
by  vegetation.  It  has  been  generally  observed,  however,  that  while 
railroads  have  taken  active  measures  to  keep  the  fills  well  vegetated 
as  a  means  of  reducing  maintenance,  they  have  generally  neglected  the 
cuts,  which  are  protected  only  where  they  have  become  covered  by 
vegetation  through  natural  seeding,  over  a  period  of  many  years,  ami 
not  until  they  have  washed  down  to  relatively  -table  slopes. 

In  some  sections  a  minor  problem  has  been  caused  by  clearing  of 
lanes  for  cross-country  power  transmission  and  pipe  lines.  These 
lanes  are  similar  to  fire  breaks  cut  out  in  brushy  area-  in  -<>ine  >ections 
of  the  country,  notably  in  southern  California.  Much  controversy 
has  arisen  as  to  the  ultimate  value  of  these  fire  breaks,  as  it  appears 
that  in  some  places  they  have  resulted  in  a  great  deal  of  erosion, 
which  some  infer  lias  more  than  offset  their  value  in  fire  protection. 

Urban  and  Iniksikial  Constbuctioh 

The  disturbance  of  soil  by  urban  and  industrial  construction  may 
result  temporarily  in  a  Large  increase  in  the  sediment  load  of  streams. 
The  environs  of  such  project-,  however,  are  usually  sodded  or  other- 
wise protected  from  erosion  soon  a  Iter  t  he  construction  work  i-  finished. 

An  example  of  the  effect  of  construction  activities  i-  shown  by  the 
survey  of  Greenbelt  Lake  (17)  a  recreational  development,  at  the 
Greenbelt,  M<L  suburban  hou-in<_r  project  of  the  Farm  Security  A.d- 
ministrat  ion.  This  reservoir,  constructed  in  July  1936  with  an  original 
capacity  of  196  acre-feet,  was  found  to  have  accumulated   10-acre  feet 

of  sediment  in  1.6  years  from  a  drainage  area  of  only  530  acre-.  This 
rate  of  sedimentation  is  equivalent  to  more  than  .~><;o  cubic  feet  of 
sediment  annually  per  acre  of  drainage  area:  but  a-  three  fourth-  of 
the  drainage  area  was  covered  by  -econd-growth  woodland  and  v.  . 
tated  idle  land,  which  -bowed  no  indication-  id'  erosion,  it  i-  evident 
that  nearly  all  this  material  came  from  the  one  fourth  of  the  area  in 
which  the  Greenbelt  housing  project  was  under  development.  If  -o. 
the  actual  contribution  from  tlie  construction  area  was  approximately 
2,000  cubic  feet  pel  acre  per  year.  By  the  end  of  1938,  however,  all  of 
the  ground  of  this  project  was  sodded,  drainageways  were  protected 

by  either  rock  lined  channels  or  by  grass,  and  it  i-  to  be  expected  that 
further  silting  in  the  lake  will  be  negligible. 
:.r.'i  -9 
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The  annual  sediment  accumulation  per  acre  of  drainage  area  in 
Greenbelt  Lake  was  approximately  10  times  as  great  as  the  average 
output  of  agricultural  watersheds  in  the  southern  Piedmont.  The 
output  of  erosional  debris  from  the  construction  area  was  probably  40 
times  as  great  during  the  short  period  of  activity.  One  additional 
factor  contributing  to  this  high  rate,  however,  is  the  fact  that  the 
watershed  is  very  small,  and  no  places  for  deposition  above  the  reser- 
voir exist. 

Another  example  of  the  effect  of  urban  development  is  Lake  Concord, 
near  Concord,  N.  C,  which  had  an  annual  sediment  accumulation  of 
117  cubic  feet  per  acre  of  drainage  area  during  the  10  years  1925-35 
(43,  pp.  Jf9S2) .  This  rate  of  accumulation,  which  is  about  three  times 
the  average  of  reservoirs,  and  higher  than  any  other  single  reservoir 
in  the  southern  Piedmont,  is  attributed  to  the  expansion  of  the  mill 
town  of  Kannapolis  into  the  drainage  area  after  the  lake  was  built. 
Large  numbers  of  low-cost  houses  were  built  in  the  decade,  grounds 
were  poorly  protected,  and  miles  of  unpaved  streets  and  new  roads 
were  cut  through  the  area. 

Mining  and  Quarrying 

In  some  areas  mining  wastes  constitute  a  significant,  if  not  major, 
part  of  the  sediment  load  of  streams.  This  is  particularly  true  in 
the  areas  of  gold  placer  and  hydraulic  mining  in  the  Western  States, 
notably  California,  and  in  the  coal-mining  regions  of  the  Appalachian 
Mountains,  especially  Pennsylvania. 

Gilbert  (60),  in  his  classic  study  of  hydraulic  mining  debris  in  the 
Sierra  Nevada  drainage  basins  in  California,  estimated  that  between 
1849  and  1914  approximately  1,665  million  cubic  yards  of  debris  was 
produced  by  hydraulic  mining  operations  in  the  watersheds  of  the 
Sacramento  River  and  other  streams  entering  Suisun  Bay.  He  esti- 
mated that  during  the  same  period  the  production  of  nomnining  debris 
resulting  from  soil  erosion,  erosion  on  trails,  and  natural  erosion 
produced  approximately  TOO  million  cubic  yards. 

At  the  Holtwood  Reservoir  of  the  Pennsylvania  Water  &  Power  Co. 
on  the  Susquehanna  River,  Pa.,  a  subsidiary  steam  generating  plant, 
which  has  been  in  operation  for  a  number  of  years,  obtains  a  supply 
of  fuel  from  dredging  of  deposits  from  the  reservoir  and  separation 
of  the  culm  or  fine  coal  from  the  sand  and  silt.  It  has  been  estimated 
that  10  million  tons  of  coal  were  recovered  from  Pennsylvania  streams 
prior  to  1925,  and  that  streams  in  and  draining  from  the  anthracite 
region  contain  at  least  900  million  tons  of  material  carrying  enough 
coal  for  profitable  recovery  {112) .  The  annual  production  of  stream- 
borne  silt  from  anthracite  mining  operations  in  Pennsylvania  was 
estimated  to  be  8,900,000  tons  in  1925;  and  of  fine  coal,  1,150,000  tons. 

In  order  to  maintain  a  30-foot  channel  in  the  lower  Schuylkill  River 
below  the  Fairmount  Dam,  it  is  necessary  to  excavate  about  1  million 
cubic  yards  annually.  The  material  excavated  has  been  found  to  be 
a  mixture  consisting  of  about  half  culm  and  half  mud  (97). 

Smelters 

Complete  destruction  of  natural  vegetation  by  the  sulf urous  fumes 
from  smelters,  and  occasionally  fumes  from  other  industrial  plants, 
has  resulted  in  some  of  the  most  spectacular  erosion  to  be  found  any- 
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where  in  America.  At  Ducktown,  Term.,  fumes  from  a  copper  smelter 
killed  all  natural  vegetation  in  an  area  of  10  to  12  square  miles,  except 
for  occasional  clumps  of  sage  grass  and  wild  smilax.  Over  a  much 
larger  surrounding  area,  vegetation  is  sparse  or  stunted.  For  a  num- 
ber of  years  now.  the  sulfurous  fumes  have  been  used  to  manufacture 
sulfuric  acid,  instead  of  being  released  into  the  air.  and  the  vegetation 
is  gradually  coming  back.  Both  run-off  and  erosion  from  this  area 
have  been  at  a  rate  many  times  greater  than  in  other  parts  of  the 
Appalachian  Mountains  {61). 

A  similar  situation  prevails  near  Kennett,  Calif.,  where  all  vegeta- 
tion has  been  destroyed  by  smelter  fumes  on  an  area  of  67,000  acres, 
and  partially  destroyed  on  86.000  acres.  Soil  washing  and  gullying 
lias  been  rapid.  It  has  been  estimated  ( 126,  p.  S.'O)  that  a  total  of  more 
than  35  million  cubic  yards  of  soil  was  removed  from  the  Kennett  area 
in  10  to  15  years.  Comparable  conditions  also  prevail  near  Anaconda 
and  Butte.  Mont.,  and  in  other  areas  of  the  country  where  smelters 
have  operated. 

METHODS  OF  EROSION  CONTROL 

All  of  those  works  of  man  and  nature  that  tend  to  counter  and 
reduce  the  effects  of  land  use  in  accelerating  erosion  should  be  consid- 
ered as  methods  of  erosion  control.  In  some  drainage  area-,  even  large 
ones,  the  value  of  reservoirs  and  other  engineering  developments  that 
are  subject  to  rapid  damage  by  sedimentation  may  dictate  a  removal 
of  all  land  in  the  drainage  area  from  immediately  productive  use.  and 
the  dedication  of  this  land  solely  to  watershed  protection.  This  type 
of  erosion  control  is  only  a  form  of  insurance — the  payment  of  the 
equivalent  of  annual  premiums  for  loss  of  productive  return  of  the 
land,  in  order  to  assure  prolonged  service  value  of  the  reservoir.  In 
other  areas  high  land  values  or  sound  public  policy  may  require  the 
land  to  be  kepi  in  use  for  agriculture  or  other  purposes,  but  a  variety 
of  control  methods  can  lie  used  to  keep  sediment  production  to  a 
minimum.  The  methods  that  contribute  to  erosion  control  are  many 
and  varied  and  can  be  outlined  here  in  only  a  very  summary  manner. 

Affobesi  \  i  ion  axh  Fohest  Managkmkni 

In  those  sections  of  the  United  States  that  were  originally  clothed 
with  forest,  the  reestablishment  of  forests  and  proper  forest  man- 
agement, including  fire  control  and  exclusion  of  grazing,  offers  gen- 
erally the  surest  means  of  protecting  the  drainage  areas  of  reservoirs. 
Not  only  do  forests  when  well-established  and  maintained  show  rates 
of  erosion  generally  lower  than  those  from  any  other  type  of  land 
use.  but  they  tend  also  to  conserve  precipitation  and  to  equalize  run 
off.  With  well-forested  drainage  areas,  no  other  mean-  of  sedimenta- 
tion control  are  usually  necessary. 

Afforestation  for  reservoir  protection  should  be  carried  out  in  a 
scientific  manner;  and  to  aid  in  accomplishing  this,  the  services  of 
State  forestry  agencies  and  the  I'nited  Stale-  Forest  Service  are 
available  in  all  sections  of  the  country  to  advise  and  assist  reservoir 
owners.  Proper  afforestation  and  forest  management  will  not  only 
provide  the  desirable  qualities  of  watershed  protection,  but  scientific 
timber  ending  with  due  safeguards  against  erosion  will  provide  a 
valuable    source    of    income    over    a    long-term    period    (  ti^.    4;M. 
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Figure  49. — A,  Badly  eroded  cottonfleld  on  18-percent  slope  planted  in  young  pine 
seedlings  by  CCC  enrollees,  near  Homer,  La.  B,  Same  field  2  years  later. 
Survival  of  short-leaf  pines  planted  1,650  to  the  acre  was  95.4  percent.  Ground 
already  well  protected  by  litter. 


THE    CONTROL   OF   RESERVOIR    SILTING  131 

Lathrop  (81)  has  listed  seven  reasons  for  advocating  the  planting 
of  forest  trees  on  reservoir  watersheds: 

1.  A  growing  crop  improves  the  property. 

2.  Pine  and  spruce  trees  planted  near  the  edge  of  reservoirs  prevent  leaves  of 
deciduous  trees  from  blowing  into  the  water  where  they  cause  color  and  promote 
taste  and  odor  problems. 

3.  Trees  prevent  soil  erosion  on  the  area  planted  and  so  reduce  turbidity. 

4.  A  forest  provides  attractive  recreational  areas. 

5.  In  time,  a  forest  may  provide  a  profitable  timber  crop. 

6.  Owners  of  waste  or  unproductive  land  are  thereby  stimulated  to  plant  such 
land  to  forest  trees. 

7.  Such  reforestation  can  change  desolate  areas  into  beautiful  ones.  A  reser- 
voir surrounded  by  pine  forests  may  compare  favorably  with  a  well-landscaped 
*-iate. 

Rodwell  (103)  has  compared  the  turbidity  of  water  flowing  from 
contiguous  areas  in  England,  similar  in  character  and  elevation  but 
separately  drained,  one  of  which  has  been  afforested,  another  partly 
forested,  and  a  third  left  bare.  These  results  are  shown  in  figure  50. 
Although  records  of  the  rate  of  run-off  and  the  amount  of  heavy 
debris  carried  were  not  available  to  Rodwell.  he  considers  the  com- 
parative turbidities  suggestive  of  the  beneficial  effects  of  afforestation. 

Ashe  (10)  has  pointed  out  that  brush  may  give  as  much  protective 
efficiency  as  forests,  but  brush  provides  no  merchantable  products,  and 
is  therefore  not  so  economical  in  the  long  run.  He  maintain-  that 
grass  would  not  have  so  much  protective  efficiency  as  forests  in  the 
Rocky  Mountains  south  of  Idaho  and  in  the  southern  Appalachian  or 
Piedmont  regions  where  protection  is  urgently  needed.  In  these 
regions,  lie  asserts,  there  are  many  types  of  soil  and  many  site:-,  such 
as  warm  and  dry  southern  slopes,  on  which  a  permanent  sod  cannot 
be  maintained.  Furthermore,  the  forest  produces  a  more  permeable 
-oil  than  grass,  because  the  root  zone,  3  to  4  feet  deep,  which  i-  pene- 
trated by  many  channels  resulting  from  the  decay  of  roots  and  rootlets, 
allows  greater  percolation. 

The  two  great  enemies  of  watershed  protection  by  forests  are  fire 
and  grazing.  The  effect  of  both  has  already  been  pointed  out.  A  very 
necessary  adjunct  to  afforestation  by  reservoir  owners  is  provision  for 
adequate  lire  protection,  and  planning  for  emergency  revegetation  of 
areas  that  may  be  burned  in  occasional  unavoidable  tires. 

Grazing  should  be  prevented  or  greatly  restricted  in  forested  areas 
devoted  to  watershed  protection,  for  it  reduces  the  efficiency  of  these 
areas  in  conl  rolling  sediment  product  ion.  and  creates  a  greater  hazard 
of  stream  pollution.  Grazing  in  woodland  results  in  the  destruction 
of  sprouts  of  new  trees,  disturbs  the  litter,  compacts  the  soil,  and  causes 
more  rapid  run-off,  and  consequently  greater  sediment   production. 

Of  nearly  -J  million  acres-  of  land  reforested  by  the  United  States 
Forest  Service  to  L933,  the  total  cost,  including  all  item-  from  seed 
collection  through  held  planting,  ranged  from  $3  per  acre  for  the 

easily  planted  sites  in  the   Lake  State-,  where  -eedling  stock   is  used 

and  the  -oil  i-   free  from  rock  and  easily  worked,  to  a-  much  a-  SI  1 

to  >•_'."»  per  acre  on  the  more  difficult  sites  in  other  regions.     Plantings 

in  the  South  that  cost  $5  to $8  per  acre  in  the  L920'scould  he  established 

for  as  little  as  !>'>  per  acre  by   1933   I  7.7/,  />.   l',!K  ) .      The  co-t   of  Soil 

Conservation   Service   farm   woodland   planting  on   bare  areas  has 
ranged  from  si  to  $30  per  acre,  averaging  >i  i.28  for  ('>>>.:il^  acres. 
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A      NON-AFFORESTED    AREA 


B      PARTLY   AFFORESTED  AREA 


0.5  1.0  1.5 

INCHES    OF   RAINFALL 

(PREVIOUS    24    HOURS) 

Figure   50. — Concentration   of   suspended   matter   in   run-off  from   nonforested, 
partly  forested,  and  forested  watersheds  in  England.     (After  Rodwell.) 
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Lathrop  gives  the  minimum  cost  of  forest  planting  in  Ohio  as  $6 
per  thousand  tree-,  of  which  $3  is  the  price  of  trees  at  the  State  forest 
nursery  and  the  remainder  is  the  cost  of  planting.  He  notes  that  a 
90  percent  survival  is  excellent,  even  under  good  weather  conditions, 
and  that  60  percent  survival  was  the  average  over  lo  years  in  the 
Mahoning  Valley  Sanitary  District  plantings.  Other  causes  of  loss 
are  fire,  damage  by  disease  and  insects,  crowding  out  and  death  from 
shading  by  unequal  growth  of  the  stand,  and  theft  of  evergreens  for 
Christmas  trees.  About  one-fifth  of  the  trees  planted  may  be 
expected  to  reach  the  marketable  timber  stage. 

Maintenance  costs  required  for  adequate  fire  protection  in  State. 
private,  and  other  forests  have  been  estimated  to  range  from  $0.0139 
to  $0.0839  per  acre  [126,  p.  2411). 

Kotok  and  Kraebel,  discussing  a  paper  by  Eaton  {J/6),  describe  the 
practice  of  reseeding  burned  watersheds  in  southern  California  with 
mustard  as  an  emergency  measure  of  erosion  control.  They  state  that 
the  cost  is  $1.25  per  acre  when  the  seed  is  -own  by  hand,  and  sn.90 
per  acre  when  sown  from  an  airplane. 

A  comprehensive  discussion  of  the  whole  problem  of  afforestation 
and  forest  management  will  be  found  in  a  congressional  report  {126). 
and  Bennett  (  i!.  pp.  .'t.U-'f-i-J)  has  summarized  forestry  and  woodland 
management  in  their  relation  to  soil  and  water  conservation. 

Regrassing  and  Grassland  Management 

Kevegetation  of  an  area  with  grasses  or  perennial  shrubs,  vines,  and 
succulents  is  an  alternative  to  afforestation  in  climatic  forest  zone-, 
and  a  primary  method  in  climatic  grassland  zones.  In  the  prairies 
and  plains  of  central  United  States,  which  were  not  forested  in  their 
primeval  condition  and  in  which  precipitation  is  too  scant  to  produce 
timber  trees,  the  use  of  grasses  and  low-growing  vegetation  is  the  most 
logical  method  of  permanent  watershed  protection. 

Table  7  shows  the  great  contrast  in  the  sediment-producing  char- 
acteristics of  land  in  permanent  sod  and  land  in  cultivation.  Measure- 
ments on  plots  on  similar  slopes  and  soils  at  the  soil  and  water 
conservation  experiment  stations  of  the  Soil  Conservation  Service 
have  shown  that  soil  Losses  are  uegligible  from  either  virgin  woodland 
or  permanent  sod. 

Where  either  grass  or  woodland  may  he  used,  grass  has  the  advan- 
tage of  generally  affording  quicker  protection,  often  reducing  erosion 
from  high  to  negligible  rates  in  one  season,  and  it  is  less  subject  to  fire 
hazard  than  wood-.  "Woodland,  on  the  other  hand,  is  usually  con- 
sidered to  be  of  more  permanent  value,  yielding  generally  greater 
returns  over  a  long  period  for  a  lower  cost  of  upkeep.  Woodland 
may  have  a  greater  effect  in  stabilizing  stream  flow  and  offers  other 
esthetic  values  not  afforded  by  grass. 

A  grass  sod  may  he  developed  on  most  land-.  I>\  seeding,  if  adequate 
attention  is  given  to  fertilization.  In"  some  very  actively  eroding 
areas,  as  gullies  and  waterways,  however,  it  may  he  desirable  to  estab- 
lish a  cover  rapidly  by  sodding.  Plant-  other  than  grasses  can  he 
established  more  rapidly  and  cheaply  in  some  section-.  Such  a  plant 
as  kudzu  has  liven  found  particularly  valuable  in  the  Southeastern 
States  on  most  types  of  soil. 
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Bennett  (22,  pp.  378-418)  has  described  the  native  and  imported 
plants  useful  in  establishing  a  dense  vegetal  cover.  He  has  advocated 
strongly  the  maintenance  of  a  ground  cover  for  erosion  control,  even 
of  weeds,  if  necessary,  until  they  can  be  replaced  by  more  desirable 
plants. 

The  effect  of  vegetation  and  grazing  control  is  comprehensively  dis- 
cussed in  The  Western  Range  (127) . 

Biyan,  in  discussing  a  paper  by  Taylor  (116,  p.  1707),  points  out 
that  vegetation  is  most  effective  in  decreasing  erosion  on  hill  slopes, 
on  alluvial  fans,  and  at  the  heads  of  gullies,  and  that  after  the  water 
is  concentrated  in  the  valley  floor,  a  good  growth  of  grass  tends  to 
spread  the  water  and  cause  deposition  of  the  sediment.  A  decrease  in 
vegetation,  particularly  grass,  whether  brought  about  by  overgrazing 
or  change  in  climate  to  greater  aridity,  causes  the  formation  of  a 
channel.  Thus,  even  though  general  erosion  may  decrease  with  a 
smaller  amount  of  run-off,  a  special  and  concentrated  stream  erosion 
may  ensue  and  the  production  of  sediment  may  be  greater.  Suc- 
cessful erosion  control  in  the  arid  Southwest,  Bryan  says,  depends 
upon  (1)  reasonable  restriction  of  grazing;  (2)  introduction  of 
drought-resistant  plants  that  are  not  palatable  to  stock,  such  as  salt 
cedar;  and  (3)  construction  of  retarding  and  retaining  works. 

Proper  maintenance  of  grassland  may  require  occasional  reseeding, 
fertilizing,  especially  liming,  and  rigid  grazing  control.  Contour 
furrowing  on  pasture  and  rangeland  has  also  been  found  beneficial  in 
conserving  moisture  and  increasing  the  stand  of  grass.  Based  on 
experience  of  the  Soil  Conservation  Service,  contour  furrows  3  inches 
deep,  12  inches  wide,  and  84  inches  apart,  made  with  a  single  row  lister 
pulled  by  four  horses,  have  cost  an  average  of  $0.27  per  acre.  Ridges 
made  with  a  turning  plow,  spaced  40  to  50  feet  apart,  have  cost  an 
average  of  $0.10  per  acre. 

It  has  been  found  that  the  cost  of  establishing  a  fine  Kentucky  blue- 
grass  or  Bermuda  sod  on  steep  eroded  areas  in  the  Ohio  Valley  Region 
is  $10  or  more  per  acre,  including  seed,  lime,  and  fertilizer.  Under 
suitable  treatment  these  areas  become  sufficiently  productive  within 
a  few  years  to  carry  one  head  of  livestock  on  3  or  4  acres  without 
damage  by  erosion. 

Costs  for  artificial  reseeding  of  ranges  have  been  estimated  by  the 
Forest  Service  as  follows  (127,  p.  506)  : 

Assuming  that  an  ample  seed  source  will  be  developed  as  needed,  and  that  a 
market  price  of  around  15$  per  pound  may  be  expected,  the  cost,  using  a  grain 
drill  and  4  to  5  pounds  of  seed  per  acre  and  figuring  on  failure  half  the  time, 
should  not  exceed  $2.50  to  $3.00  per  acre.  With  hand  seeding  and  trampling  in 
by  livestock  the  cost  for  two  seedings  should  not  exceed  $1.50  to  $2.50  per  acre. 

Soil  Conservation  Service  costs  for  range  reseeding  have  ranged 
from  $1.70  to  $4.43  per  acre,  averaging  $2.15. 

Cultivation  Practices 

In  many  sections  of  the  United  States,  especially  in  most  parts  of 
the  great  farming  region  of  the  Middle  West,  it  is  impossible  to  select 
a  reservoir  drainage  area  that  does  not  contain  a  high  percentage  of 
fertile  land,  which  from  the  standpoint  of  national  economy  as  well  as 
cost,  could  not  be  feasibly  withdrawn  entirely  from  cultivation.  When 
reservoirs  are  located  in  such  areas,  it  is  especially  important  that  all 
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available  measures  of  conservation  be  adopted  to  reduce  sediment  pro- 
duction to  a  minimum  without  sacrificing  tbe  relatively  high  level  of 
crop  production. 

Following  is  a  brief  description  of  the  nature  and  effects  of  the  more 
important  soil -conserving  practices  advocated  for  cultivated  land  by 
the  Soil  Conservation  Service.  All  of  these  practices  have  been 
described  fully  by  Bennett  (22)  and  in  various  publications  of  tbe 
Department  of  Agriculture  (125).  Reservoir  owners  should  encour- 
age their  adoption  in  the  fullest  measure  on  lands  that  must  be  culti- 
vated in  the  reservoir  drainage  areas. 

Crop  Rotation. — Crop  rotation  is  a  practice  of  planting  a  recurrent 
succession  of  different  crops  on  a  single  piece  of  land.  Commonly,  a 
cultivated  crop,  a  small  grain,  and  a  grass,  legume,  or  legume-grass 
mixture  are  planted  in  successive  seasons  or  years,  although  one  or 
more  of  the  crops  may  be  planted  for  more  than  1  year  in  succession. 
As  only  the  cultivated  crop  allows  the  maximum  erosion,  the  net  effect 
of  the  rotation  is  almost  invariably  a  reduction  in  the  soil  and  water 
losses.  A  good  rotation,  by  maintaining  the  fertility  of  the  land, 
nearly  always  yields  a  greater  net  return  over  a  long-term  period. 
Rotations  are  already  widely  used  in  many  sections  of  the  United 
States  and  abroad.  Table  8  gives  data  from  plot  measurements  show- 
ing the  effects  of  rotations. 

Table  8. — Soil  and  icafcr  losses  under  single  crop  cultivation  and  under  rotation " 


Soil  and  location 
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Annual 
rainfall 

Slope 

Crop 
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water 
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precipi- 
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Annual 
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27.  1 
III  2 
12  S 

Ton* 

28  a 

Ills 
13.3 
94  6 
IS.  1 

17  2 

9  i 
SO  9 

a  ■: 
(8  9 

|  From  measurements  al  soil  and  water  conservation  experiment  si  at  ions  of  ihe  Sod  Conservation  Ser\  ice 

All  measurements  were  made  on  plots  ti  In  7'J  6  feet .  or  0,01  acre. 

1  Rotation  of  barle; .  clover-timothy,  and  can. 

:l  Rotation  of  wheal,  corn,  and  meadow  lor  2  years 

*  Rotation  or  wheat-lespedeza,  lespedeza,  cotton  and  corn. 

s  Hoi  al  ion  with  cover  crop  (oalsi  of  col  Ion,  corn,  and  lespedeza  I  1931    36),  and  cotton,  sorghum,  and  cow- 
peas  (1986  40). 
e  notation  of  corn,  wheal,  and  olOVBT  timothy. 

Increasing  Organic  Matter. — It  has  been  found  by  experiment  and 
observation  that  the  addition  of  vegetal  or  organic  matter  to  the  soil 
is  generally  highly  effective  in  reducing  run  off  and  soil  Losses.  For 
example,  tit  the  Soil  and  Water  Conservation  Experiment  Station. 
Clarinda,  Iowa,  application  of  L6  tons  of  manure  per  acre  to  Marshall 
silt  loam  cultivated  to  corn  on  a  9-percent  slope  resulted  in  only  one 
fifth  as  much  soil  loss  as  occurred  on  an  unmanured  plot  under  the 
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same  conditions.  The  practice  of  plowing  under  a  cover  crop,  such 
as  clover,  vetch,  lespedeza,  peas,  crotalaria,  or  alfalfa,  in  order  to  in- 
crease the  organic  matter  in  the  soil  achieves  similar  effects. 

Mulching. — Mulching  is  the  practice  of  spreading  a  layer  of 
organic  material  over  the  surface  of  the  soil  to  reduce  the  concentra- 
tion and  rate  of  run-off  and  hence  the  soil  loss.  At  the  Soil  and  Water 
Conservation  Experiment  Station,  Statesville,  N.  C,  measurements 
from  1934  through  1936  showed  that  bare  Cecil  sandy  clay  loam  on  a 
10-percent  slope  lost  only  0.19  tons  of  soil  per  acre  annually  when 
covered  by  a  2-inch  layer  of  undecomposed  pine  needles,  and  0.15 
tons  under  a  2— inch  layer  of  undecomposed  hardwoods  forest  litter. 
A  comparable  plot  cultivated  continuously  to  cotton  lost  32.26  tons 
of  soil  per  acre  annually. 

The  use  of  crop  residues  for  mulching  is  one  of  the  cheapest  and 
most  effective  means  of  erosion  control.  Grain  straw,  corn  stalks, 
cotton  stalks,  tobacco  stalks,  small  grain  stubble,  wheat  straw,  and 
the  refuse  from  potato  plants,  if  scattered  over  the  bare  land  during 
periods  when  the  soil  is  not  under  cultivation,  will  have  a  decided 
effect  in  reducing  the  rate  of  erosion.  It  is  particularly  important 
that  this  should  be  done  in  preference  to  burning  these  residues,  a 
practice  common  in  many  sections  of  the  country. 

Very  recently  a  new  practice  known  as  stubble  mulching  has  been 
developed,  and  shows  promise  of  answering  a  long-felt  need  for  a 
method  of  cultivation  that  would  not  expose  bare  soil  to  erosion.  In 
this  method  a  new  type  of  plow  is  used  to  cultivate  without  turning 
under  the  stubble  of  the  preceding  crop,  but  leaving  it  rightside  up 
until  the  next  planting  season  {23). 

Seasonal  Cover  Crops. — Seasonal  cover  crops  are  planted  to  pro- 
tect the  land  against  erosion,  and  usually  also  for  some  economic  re- 
turn in  periods  between  use  of  the  land  for  major  cash  or  feed  crops, 
such  as  corn,  cotton,  or  grain.  Such  crops  may  or  may  not  be  turned 
under  for  green  manure.  The  erosion-resisting  effect  of  seasonal 
cover  crops  is  only  slightly  less,  while  they  are  on  the  ground,  than 
the  effect  of  a  dense  sod,  as  shown  in  table  7.  Cover  crops  frequently 
used  in  the  more  humid  sections  of  the  United  States  for  winter 
cover  protection  are  the  vetches,  field  peas,  clovers,  and  certain  ryes. 
Cover  crops  commonly  used  for  summer  planting  are  lespedeza,  the 
crotalarias,  and  cowpeas. 

Contour  Cultivation. — One  of  the  cardinal  principles  of  soil  con- 
servation is  the  cultivation  of  all  intertilled  or  row  crops  on  the  con- 
tour instead  of  up  and  down  the  slopes  (fig.  51).  Contour  cultivation 
has  been  found  in  numerous  experiments  to  be  highly  effective  in  re- 
ducing the  rate  of  run-off  and  soil  losses.  Some  of  the  results  of  these 
observations  are  shown  in  table  9.  Furthermore,  on  most  topography, 
contour  cultivation  saves  power  and  time  and,  therefore,  reduces  costs 
of  cultivation.  Contouring  is  a  necessary  adjunct  to  contour  strip 
cropping  and  should  be  used  in  connection  with  terracing.  On  gentle 
slopes  contouring  alone  is  often  a  sufficiently  effective  measure  of  ero- 
sion control.  In  dry-land  areas  the  practice  of  damming  or  forming 
basins  in  the  rows  with  a  basin  lister  is  often  used  in  contour  culti- 
vation to  conserve  water  on  the  field. 
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Table  9. — Soil  and  water  losses  under  straight-roxc  cultivation  and  contour 

cultivation  1 


Period  of 
measure- 
ment 

Annual 
rainfall 

for 
period 

Size  of 
area 

Slope 

Straight  rows 

Contour  cultiva- 
tion 

Soil  and  location 

Ratio  of 
water  loss 
to  precip- 
itation 

Soil  loss 
per 
acre 

Ratio  of 
water  loss 
to  precip- 
itation 

Soil  loss 
per 
acre 

1935-41 
} 1932-41 

Inches 
f  33.05 
\  32.99 

33.70 
32.74 

Acres 
'4.49 
7.61 

/  .0309 
i     0847 

f  .01 
I  .01 

Percent 
6.7 
6.5 

3.5 
3.5. 

4 

4 

Percent 
16 

Tons 
163.67 

Percent 

Tons 

Shelby  silt  loam,  Bethany,  Mo.. 

14 

21.31 

Houston  black  clay.  Temple, 
Tex. 

13.6 

15.72 

4.65 

5.S9 

Houston  black  clay,  Temple, 
Tex. 

7.65 

10.16 

3.93 

'  From  measurements  at  soil  and  water  conservation  experiment  stations  of  the  Soil  Conservation 
2  4.85  acres  prior  to  May  1934. 

Strip  Cropping. — Strip  cropping  is  a  system  under  which  ordinary 
farm  crops  are  planted  in  relatively  narrow  strips,  so  arranged  that 
strips  of  erosion-producing  crops  are  separated  hy  strips  of  close- 
growing  erosion-resistant  crops  (fig.  52).  There  are  three  main  types 
of  strip  cropping:  (1)  Contour  strip  cropping,  in  which  the  strips  are 
planted  on  the  contour;  (2)  field  strip  cropping  in  which  the  strips 
are  laid  out  parallel,  generally  with  field  boundaries,  and  not  neces- 
sarily on  the  contour;  (3)  wind  strip  cropping  in  which  farm  crops 
are  planted  in  straight  parallel  strips  at  right  angles  to  the  direction  of 
prevailing  winds.  Contour  strip  cropping  is  by  far  the  most  impor- 
tant in  controlling  water  erosion.  The  effects  of  strip  cropping  in  re- 
ducing soil  losses  are  shown  in  table  10.  Contour  strip  cropping  of 
necessity  includes  contour  cultivation  and  often,  if  the  land  is 
especially  erodible,  terraces  are  combined  with  strip  cropping. 

Table  10. — Soil  and  water  losses  with  and  without  strip  cropping1 


Period 

of 
meas- 
urement 

Annual 
rainfall 

for 
period 

Bite  of 

are  i 

Slope 

Without  strip 
crops 

With  strip 

crops 

Soil  and  location 

Ratio  of 
water  loss 
to  precipi- 
tation 

Soil 

per 

acre 

Ratio  of 
water  loss 
to  precipi- 
tation 

Soil 

loss 

per 

son 

Shelby  silt  loam,  Bethany,  Mo 
fine  Bands  Kmm,  Tyler, 

1938-41 
1935-38 

Inches 

0  278 
.666 

Percent 

5.5 

Pent  ni 

:  : 
it.:. 

»  i 

Tons 

LSI 

17.  M 

:  6 
ll  8 

Tonj 

- 

10  H 

1  From  measurements  at  soil  and  water  conservation  experiment  stations  ol  the  Boil  Cot 

Service. 

The  cosl  of  installing  strip  cropping  has  been  found  by  the  Soil 
Conservation  Service  to  range  from  onl\  a  few  cents  per  acre  to  $10 
or  more  per  acre.      The  average  COSt   Oil    1.49,329  arte-  was  $2.60, 
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Figuke  51.— Contour  plowing  and  terrace,  Claiborne  County,  La. 


Figure  52.— Strip-cropped  field  in  4-year  rotation,  2y2  miles  west  of  Wallace, 

Steuben  County,  N.  T. 
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Terracing. — Terraces  are,  channels  or  benches  constructed  on  the 
contour  or  on  a  low  grade  on  sloping  lands  as  a  means  of  disposing 
of  run-off  slowly  and  gradually.  Field  terraces  and  hillside  ditches 
are  one  of  the  oldest  methods  of  erosion  control.  In  ancient  lands 
remnants  of  bench  terraces  can  be  traced  to  the  pre-Christian  era,  this 
type  of  terrace  having  been  highly  developed  in  China,  Japan,  Peru, 
and  parts  of  the  Near  East.  Terracing  of  various  types  has  been 
used  in  America,  especially  in  the  South,  since  colonial  times. 

Basically,  there  are  three  types  of  terraces:  (1)  The  bench  terrace 
consists  of  a  series  of  steplike  benches  that  are  nearly  flat  on  their 
surface  and  are  separated  by  sleep,  heavily  vegetated,  or  walled  risers. 
These  terraces  are  designed  to  reduce  the  slope  of  cultivated  areas  and 
to  make  exceptionally  steep  land  available  for  cultivation.  (2)  The 
graded-channel  terrace,  designed  to  intercept  and  divert  run-off  in 
channels  having  grades  that  will  prevent  erosive  velocities  of  flow. 
The  cultivated  land  between  terraces  remains  on  its  original  slope 
(fig.  51).  (3)  The  level  terrace,  designed  to  impound  run-off  pri- 
marily for  the  conservation  of  precipitation.  This  terrace  is  used 
largely  in  the  drier,  flatter  sections  of  the  United  States. 

The  modern  practice  in  the  humid  sect  ions  is  to  construct  broad-based 
terraces  of  the  graded  channel  type,  and  to  support  these  adequately 
by  cropping  and  tillage  practices.  In  many  soils  such  terraces  pro- 
vide one  of  the  most  effective  erosion-control  measures  applicable  to 
cultivated  land.  If  improperly  constructed  or  not  adjusted  with 
proper  land  use  practices,  however,  terraces  may  be  overtopped  by 
run-off  and  may  accelerate  rather  than  retard  soil  losses. 

Few  quantitative  data  have  been  obtained  on  the  effects  of  terracing 
versus  lack  of  terracing,  with  other  erosion  factors  being  equal.  The 
best  available  data  are  from  the  Soil  and  Water  Conservation  Experi- 
ment Station  of  the  Soil  Conservation  Service  at  Bethany,  Mo.  Here 
two  small  cultivated  watersheds  in  Shelby  silt  loam,  one  terraced  ami 
one  unterraced,  were  compared  during  a  7-year  period,  1935-41.  The 
unterraced  watershed  of  4.49  acres  with  an  average  slope  of  6.7  percent 
received  an  average  annual  rainfall  of  28.3  1  inches  and  had  an  average 
annual  run-off  of  15.9  percent  and  a  soil  loss  of  23.38  tons  per  acre. 
The  terraced  watershed  of  8.03  acres  with  an  average  slope  of  7.0  per- 
cent and  the  same  rainfall  had  an  average  annual  run-off  of  L1.6  percent 
and  a  soil  loss  of  only  0.54  ton  per  acre. 

With  favorable  soil  conditions  and  slopes,  and  efficient  machinery, 
the  costs  of  terracing  may  run  no  higher  than  for  plowing  the  same 
field.  With  heavy  soil,  rocks,  stumps,  gullies  or  irregular  topography, 
the  cost  may  run  as  high  as  $30  per  acre,  including  installation  oi 
proper  water-disposal  works.  On  projects  i)(  the  Soil  Conservation 
Service  the  average  cost  of  terracing  on  L78,222  acres  in  all  sections 
of  the  count  rv  was  $8.93  per  acre.  The  cost  per  mile  of  terrace  for 
surveying  ami  construction  averaged  about  $52. 

I'laiTECTED   CHANM  IN  W.s 

The  areas  of  greatest  erosion  hazard  on  most  land  are  the  drainage- 
ways  Leading  from  perennial  streams  in  an  intricate  pattern  to  all 
parts  of  the  land  surface.     These  drainageways  are  the  natural  chan- 
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nels  for  collection  and  conveyance  of  run-off  to  the  main  streams, 
and  any  disturbance  of  the  protective  cover  on  them  may  allow  con- 
centrated flow  to  scour  out  great  quantities  of  soil.  Originally,  because 
of  the  greater  moisture,  vegetation  was  especially  dense  in  these 
drainageways,  and  they  were  naturally  protected  against  erosion.  One 
of  the  principal  problems  today  in  erosion  control  is  to  restore  and 
protect  these  drainageways  by  all  possible  methods,  so  that  they  may 
again  convey  the  run-off  without  soil  loss  (fig.  53) .  The  establishment 
of  practical  run-off-disposal  systems  in  connection  with  other  conserva- 
tion practices,  such  as  terracing  and  strip  cropping,  is  one  of  the 
important  aspects  of  soil  conservation  planning. 


Figure  53. — Sodded  field  drainageway  protected  by  masonry  dam.  Terrace  drain- 
age is  diverted  into  this  waterway.  Total  drainage  area  above  the  dam  is 
about  30  acres. 


Gxjixy  Control 

The  term  "gully,"  as  used  in  this  publication,  refers  to  a  water 
channel  developed  or  greatly  enlarged  as  a  result  of  accelerated  soil 
erosion  within  historic  time.  Surveys  of  the  Soil  Conservation  Service 
have  shown  that  more  than  200  million  gullies  have  developed  in  this 
country  since  white  men  first  began  to  occupy  the  land.  New  gullies 
by  the  thousands  are  being  developed  every  year.  The  principal  causes 
of  gullying  are  (1)  removal  of  protective  vegetation,  followed  by 
methods  of  cultivation  that  tend  to  concentrate  run-off  in  certain 
portions  of  the  field,  (2)  construction  of  faulty  water  channels,  such 
as  ditches,  terraces,  and  diversions,  (3)  improper  diversion  of  drainage 
from  roadways,  (4)  livestock  trails  and  overgrazing,  (5)  mining 
operations,  and  (6)  destruction  of  vegetation  by  smelter  fumes. 
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Prevention  of  the  formation  of  gullies  is  much  simpler  than  restora- 
tion of  the  land  after  it  has  been  subjected  to  such  channeling.  Proper 
methods  of  cultivation,  forestry,  grazing  control,  and  other  conserva- 
tion practices  are  effective  in  preventing  the  formation  of  gullies. 
Incipient  gullies  may  often  be  checked  by  redirecting  the  drainage 
from  roadways,  filling  in  ruts  and  trails  with  straw,  relocating  fei 
to  shift  stock  trails,  and  similar  practice-.  After  gullying  has  a  head 
start  in  a  field,  the  cost  of  its  control  is  often  greater  than  the  value 
of  the  field's  production  for  many  years.  Therefore,  the  justification 
for  gully  control  must  often  re-t  with  the  benefit  to  reservoirs  and 
other  developments  downstream  that  are  being  affected  by  the  sedi- 
ment output.  It  has  been  pointed  out  under  Sources  of  Sediment, 
p.  110.  that  gullying  in  many  areas  is  one  of  the  most  important  causes 
of  excessive  sediment  production,  and  certainly  gully  control  should 
be  one  of  the  first  aspects  to  be  examined  in  planning  a  control  pro- 
gram for  reservoir  protection. 

Gully  control  may  be  classified  under  three  headings  :  (1)  Diversion 
of  run-off  away  from  the  gully,  including  retention  of  rainfall  on  the 
watershed  to  prevent  run-off,  (2)  vegetative  control,  including  slop- 
ing of  the  gully  sides  if  necessary,  and  (3)  check  dams  to  stabilize  the 
bed  and  prevent  further  cutting.  A  practical  solution  of  control  of 
many  gullies  will  require  a  combination  of  these  method-. 

Methods  that  aid  in  preventing  run-oil  from  reaching  gullies  or 
areas  of  potential  gullying  include  sub-oiling,  contour  furrowing  and 
listing,  absorptive-type  terraces,  and  earth  till-  to  create  small  pond- 
above  gullied  areas.  Diversion  of  run-off  through  terraces  or  ditches 
from  the  head  of  the  gully  to  other  waterways,  which  are  sodded  with 
grass  or  lined  with  nonerodible  material  in  advance  of  diversion,  is 
an  effective  means  of  preventing  further  cutting  in  the  gully.  If  it 
is  not  possible  to  keep  water  out  of  gullies,  control  of  erosion  within 
the  gully  may  be  obtained  if  vegetation  can  be  established  in  the  bot- 
tom or  if  mechanical  structures  built  at  critical  points  will  prevent 
down  cutting  and  allow  vegetation  a  chance  to  gain  control. 

Bank  sloping  by  hand  or  machine  may  be  necessary  in  large,  caving- 
head  gullies  in  order  to  establish  a  -lope  on  which  vegetation  can  take 
hold.  In  many  areas  gullies  will  be  covered  with  vegetation  naturally 
if  the  banks  are  properly  prepared,  and  if  livestock,  lire,  and  other 
causes-  of  disturbance  are  kept  out  of  the  gullied  area.  For  more 
rapid  control,  however,  planting  and  seeding  with  trees,  shrubs,  vines. 
or  grasses  is  uecessary.  (Sec  fig.  .m.i  Still  quicker  gulh  control  iv 
obtained  b\  transplanting  a  good  grass  sod  over  prepared  side  slopes 

of  the  gully. 

Various  types  of  check  dams  made  of  woven  wire,  brush.  ! 
rock,  or  plank  are  effective  in  reducing  the  gradient  in  the  gully,  and 
in  assisting  vegetation  to  become  established.     Permanent  soil-sav- 
ing dams  of  masonry,  concrete,  or  earth  are  nece— ai  \    in  some  of  the 
Largest  and  most  stubborn  gullies.    These  often  create  a  pond  of  con 
siderable  size  ln-hind   them,  which  may  be  used  advantageously   for 
stock  water  <>r  other  purposes.    Flume-  or  chutes  constructed  oi  con 
crete,  masonry,  wood,  and  metal  are  sometimes  used  t<>  convey  run- 
off down   the  bank-  or  overalls  of  a   gully.      Road    till-  over   la: 
gullies,    constructed    as    dam-    with    chop  inlet    culverts,    have    fo 
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Figure  54. — Complete  control  of  erosion  by  2-year-old  stand  of  kudzu  in  deep, 
head-cutting  gully  in  Georgia. 

found  in  some  areas  to  be  an  effective  means  of  gully  control.  The 
control  of  gullies  has  been  described  by  Bennett  (8#,  pp.  506-534) 
and  Jepson  (73). 

The  costs  of  gully  control  are  affected  by  so  many  variables  that 
averages  or  even  the  range  of  costs  means  little.  Adequate  treat- 
ment of  some  large,  caving-head  gullies  in  an  advanced  stage  of 
development  may  cost  several  thousand  dollars.  On  the  other  hand, 
treatment  of  incipient  field  gullies  may  cost  nothing  more  than  the 
labor  of  the  landowner  in  placing  farm  and  woodland  residues,  and 
perhaps  a  few  seeds,  seedlings,  or  cuttings  on  the  bare  slopes. 

Ponds 

During  the  last  decade  the  construction  of  small  dams  and  ponds 
has  been  greatly  accelerated  in  all  sections  of  the  country,  especially 
in  the  Western  and  Midwestern  States.  These  ponds  have  been  built 
to  provide  a  water  supply  for  livestock,  for  the  irrigation  of  small 
areas,  for  wildlife  refuges,  for  the  raising  of  commercial  fish  crops, 
for  recreation,  and  for  erosion  control. 

If  small  dams  are  substantially  constructed,,  they  form  one  of  the 
most  efficient  means  of  silting  control  for  large  downstream  reser- 
voirs. Spillways  should  be  adequate  to  pass  the  greatest  run-off  that 
is  likely  to  occur  within  a  25-  to  50-year  period,  and  the  capacity  of 
the  ponds  should  be  adjusted  to  the  size  of  the  drainage  areas  to 
prevent  their  premature  filling  with  sediment.  Smaller  stock  ponds, 
involving  less  cost  of  construction,  may  be  provided  with  less  elabo- 
rate spillways.     Ponds  not  only  reduce  channel  or  gully  cutting  in 
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the  drainageways  on  which  they  are  located,  but  serve  as  points  of 
deposition  for  most  of  the  eroded  material  coming  from  their  water- 
sheds during  a  period  of  some  years.  Pond  areas  should  be  fenced 
to  prevent  disturbance  of  the  surrounding  soil  by  livestock,  and  vege- 
tation should  be  established  around  the  pond  to  prevent  wave  erosion 
and  to  cause  the  deposition  of  sediment  in  flat  areas  at  the  head  of 
the  lake. 

The  cost  of  ponds  varies  with  the  size  of  dams  and  spillways, 
availability  of  local  materials,  construction  equipment,  and  cost  of 
labor.  If  labor  is  computed  on  a  prevailing  wage  basis,  most  farm 
ponds  would  cost  from  several  hundred  to  several  thousand  dollars. 
During  the  last  decade  2,362  conservation  ponds  constructed  in  Indi- 
ana had  an  average  capacity  of  3.4  acre-feet,  and  cost  an  average 
of  $772  each.  In  Kansas  360  larger-type  ponds,  having  an  average 
capacity  of  45  acre-feet,  cost  an  average  of  $6,912  each.  Most  of 
these  ponds  were  built  under  unemployment  relief  and  public  works 
programs.  The  average  capacity  of  733  ponds  built  on  farms  and 
range  land  by  the  Soil  Conservation  Service  in  all  sections  of  the 
country  was  3.86'  acre-feet,  and  the  average  cost  was  $616.79,  or 
$159.79  per  acre-foot. 

Highway  Erosion  Control 

The  relative  importance  of  erosion  along  highways,  railroads,  and 
power  lines  as  a  source  of  sediment  reaching  reservoirs  has  already 
been  pointed  out.  Not  only  does  the  soil  washed  from  the  cuts  and 
fills  of  highways  contribute  a  considerable  percentage  of  the  total 
sediment  produced  in  many  watersheds,  but  roadside  ditches  and 
improper  diversion  of  highway  drainage  often  result  in  serious  gully- 
ing in  adjacent  fields  and  woodlands. 

Bennett  has  described  the  principal  aspects  of  erosion  control  on 
highways  (22,  pp.  535~5^3).  Extensive  programs  of  erosion  control 
are  now  being  carried  out  by  State  highway  agencies,  especially  along 
principal  or  surfaced  highways.  It  has  been  found  that  from  Un- 
practical standpoint  of  maintenance  cost,  erosion  control  pays  tor  it- 
self in  a  short  time.  Erosion-control  measures  have  not  been  ex- 
tended yet,  however,  to  most  country  roads,  which  comprise  about  83 
percent  of  approximately  3,200,000  miles  of  roads  in  the  United 
States. 

The  very  effective  control  of  highway  erosion  achieved  by  many 
State  highway  departments  lias  consisted  Largely  of  sloping  and 
vegetating  the  cuts  and  fills  and  constructing  substantial  drains  and 
outlets  of  concrete  or  masonry  (tig.  55 ) . 

Good  stands  of  Bermuda  grass  have  been  established  in  the  South 
by  broadcasting  sod  and  fertilizer  at  a  cost  of  less  than  $0.t>2  per 
square  yard.  Where  stable,  slopes  are  developed,  a  good  cover  can 
frequently  be  established  by  seeding  to  various  grass  mixtures. 
Straw  mulching  has  been  used  to  protect  against  erosion  until  a  good 
grass    stand    is    obtained.     Vines,   sueh    as    honeysuckle,    kud/.u,    and 

Virginia  creeper,  have  provided  satisfactory  protection  in  some  parts 
of  the  East. 

The  costs  of  highway  erosion  control   vary   greatly,  depending  on 
the  yardage  of  banks  and  tills  to  be  treated.     In  demonstration  high- 
510454      l>8         to 
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Figure  55.— A,  Erosion  along  highway  ditch,  resulting  from  improper  drainage 
of  farm  land,  near  Buford,  Ga. ;  B,  same  highway  9  months  later  after  sloping, 
planting  of  grass,  and  correction  of  drainage. 
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way  projects  of  the  Soil  Conservation  Service,  costs  have  ranged 
from  about  $500  to  $16,000  per  mile  of  road  for  complete  treatment. 

Stream-Bank  Erosion  Control 

Under  Sources  of  Sediment  it  has  been  pointed  out  that  bank 
cutting  and  bed  scour  of  streams  is  in  some  watersheds  the  main 
source  of  sediment  reaching  points  downstream. 

The  two  principal  methods  of  bank  erosion  control  have  been 
termed  the  blanket  method  and  the  jetty  method.  The  blanket 
method  involves  the  establishment  of  an  effective  cover  of  vegetation, 
such  as  a  good  grass  sod  or  a  stand  of  willow  shoots  along  banks  that 
have  been  sloped  and  prepared  in  advance.  Where  the  lower  part 
of  a  sloped  and  revegetated  stream  bank  is  under  water  long  enough 
each  year  to  prevent  vegetative  growth,  this  section  must  be  riprapped 
witli  stone  or  protected  by  timber  pile  jetties  or  other  measures  that 
will  withstand  the  current  velocities  experienced.  Often,  as  a  tem- 
porary measure,  brush  and  wire  matting  is  used  to  protect  the  stream 
bank  until  tree  growth  can  be  established.  At  especially  vulnerable 
points,  such  as  the  sharp  bends,  subjected  to  swift  currents,  it  is  at 
times  necessary  to  riprap  or  pave  the  entire  bank  with  stone. 

Effective  jetties  have  been  constructed  of  barriers  of  trees,  timber 
piles,  stone,  pipe,  of  concrete  tetrahedrons,  junked  automobiles,  and 
other  material.  Timber  piles  have  proved  successful,  both  as  jetties 
and  as  means  of  assisting  in  the  control  of  especially  vulnerable 
banks.  Permeable  jetties  are  generally  more  successful,  as  they  not 
only  slow  down  the  velocities  sufficiently  to  cause  sediment  deposition, 
but  help  stop  bank  erosion,  whereas  impermeable  jetties  function  as 
dams,  and  are  more  expensive,  and  more  likely  to  induce  scouring. 
A  very  extensive  literature  exists  on  methods  of  bank  protection, 
but  is  based  primarily  on  methods  used  on  the  Mississippi,  Missouri. 
and  other  large  streams  of  the  country.  The  channel  straightening 
and  paving  projects  on  the  Los  Angeles  and  other  southern  Cali- 
fornia rivers  in  recent  years  are  especially  notable  examples  of  the 
steps  taken  to  reduce  the  erosion  and  flooding  of  valuable  lands  bor- 
dering the  channels. 

The  effects  of  attempts  to  control  stream-bank  erosion  in  the  drain- 
age areas  above  Zuni  Reservoir  as  a  measure  of  silting  control  have 
already  been  not  eel  (  pp.  39-40).  The  work  done  by  the  Soil  Conserva- 
tion Service  on  the  Winooski  River,  Vt.,  involved  treatment  of  l  l .i27t> 
linear  feet  of  banks  at  an  average  i :ost  of  >2:2-2  per  foot  (fig.  56). 
Brush  mat  was  placed  over  1.0,072  square  yards  al  a  cosl  of  $0.49  per 
square  yard.  Floating-tree  deflectors,  tree  barricades,  and  timber 
pde  jetties  were  used.  Riprap  and  paving  of  lti.!»l>  square  feet  cost 
$0.88  per  square  foot. 

Flood  PlAIH   PBOT]  CI  ion 

Surveys  by  the  Soil  Conservation  Service  of  the  Mood  plains  o\ 
i  he  Ohio  River,  following  the  Hood  of  L937,  the  principal  southern 
California  rivers,  following  the  Hood  of  March  L938,  the  Connecticut 
andMerrimac  Rivers  in  New  England  in  1938. and  the  Yadkin  River. 
N.  C,  in  1940  have  all  showed  convincingly  that  t\ooA  water-  sweep 
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Figure  56. — A,  Bank  erosion  on  Winooski  River,  Chittenden  County,  Vt,  show- 
ing area  of  bank  severely  eroded  by  1936  flood.  B,  Same  bank  2  years  later, 
showing  effects  of  protection  by  willows.  Work  done  by  the  Soil  Conservation 
Service. 
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ing  across  freshly  cultivated  fields,  where  there  is  no  obstruction  to 
reduce  velocity,  will  scour  out  large  quantities  of  topsoil  (fig.  57). 
This  type  of  erosion  could  be  controlled  by  planting  hedgerows  of 
tough,  deep-rooted  shrubs  or  other  vegetation  across  the  flood  plain 
at  right  angle-  to  the  direction  of  current,  -paced  at  intervals  of  a 
few  hundred  feet.  The  amount  of  land  so  taken  up  by  these  hedge- 
rows would  be  relatively  small.  Hemphill  (69)  has  suggested  a 
method  of  this  type. 

Water  Spreading 

Water  spreading,  or  flood  irrigation,  has  been  used  since  ancient 
times  as  a  means  of  intercepting,  diverting,  and  redistributing  channel 
flow  to  flood-plain  or  lowland  areas  to  increase  soil  moisture  for  the 
production  of  crops.  As  an  erosion-control  measure,  water  spreading 
is  useful  in  establishing  or  restoring  a  protective  cover  of  vegetation 


FIGUBE  57. — Soil  stripped  to  plow  depth  in  Ohio  River  Valley  by  1937  flood. 
On  the  right,  bottom  of  plow  furrows  still  visible  in  cultivated  field  from  which 
6  inches  of  soil  was  removed.  Oil  the  left,  the  field  had  not  been  plowed,  and 
soil  was  virtually  undisturbed  by  tl I  waters. 

in  areas  of  rainfall  deficiency;  and  what  i-  more  important  from  the 
standpoint  of  reservoir  protect  ion,  the  water  so  spread  IS  forced  to  drop 
its  sediment  load  on  the  land  over  which  it  (lows,  thus  decreasing  by 
this    amount    the    sediment    that    would    be    carried    downstream    to 

reservoirs. 

\o  general  standards  have  yet  been  developed  lor  water  -pleading 
-tincture-.  Their  design  is  largely  governed  by  local  condil  ions.  The 
spreading  system  must,  of  course,  be  adjusted  to  the  expected  amount 
and  velocity  "t  (low.  the  size  and  configuration  of  the  area,  and  to  the 
amount  of  sediment  carried.  The  sediment  deposited  from  water 
spreading  practices  may  have  either  a  beneficial  or  a  detrimental  effect. 
If  the  areas  of  water  spreading  are  cultivated,  the  sediment  maj  have 
the  effect  of  enriching  and  Fertilizing  the  soil.  On  the  other  hand,  if 
witter  i-  spread  on  range  area-,  the  sediment  may  puddle  or  sea]  the 
soil  and  smother  the  grass.  Bennett  ha-  described  the  practice  oi 
water  spreading  (JB2,  pp.  >.    Taylor  (116),  Hemphill  (< 


148       MISC.   PUBLICATION    521,    U.    S.    D'EPT.    OF   AGRICULTURE 

and  Faris  (51)  have  all  advocated  various  types  of  water  spreading  on 
waste  flood  plain  and  alluvial  lands  as  a  means  of  causing  sediment 
deposition  within  the  drainage  basin  of  a  reservoir,  thereby  controlling 
the  rate  of  silting.  The  principle  of  directed  flood  plain  sedimentation 
has  been  described  bv  Happ,  Eittenhouse,  and  Dobson  (65,  pp.  107- 
109). 

Reservoir  Shore  Line  Protection 

Although  it  is  known  that  only  a  very  minor  proportion  of  the 
sediment  in  most  reservoirs  comes  from  erosion  of  the  shore  line  by 
wave  action,  it  is  nevertheless  desirable,  and  in  some  cases  important, 
to  protect  the  shore  line  against  this  form  of  erosion.  If  the  environs 
of  the  lake  are  used  for  recreation  or  similar  purposes,  shore  line  ero- 
sion can  become  destructive  both  of  real  wealth  and  the  esthetic  appeal 
of  the  area.  Shore  line  protection  may  be  achieved  by  practically  the 
same  methods  as  stream-bank  control.  Ordinarily  vegetative  plant- 
ings along  the  shore  line  are  sufficient  in  themselves ;  but  on  steep  shore 
lines,  or  where  wave  cutting  is  especially  active,  riprapping  or  some 
form  of  jetties  may  be  required  to  withstand  the  force  of  waves  until 
the  vegetation  can  become  well  established. 

WiLDLrFE  Planting 

Wildlife  plantings  are  made  on  otherwise  wasted  areas  of  land ;  and 
while  they  are  primarily,  as  the  name  implies,  to  create  havens  for  wild- 
life, they  serve  in  effect  to  complete  the  erosion-control  program  by 
protecting  those  minor  areas  and  spots  on  the  farm  and  range  that 
might  otherwise  be  overlooked,  but  which  are  often  of  critical  impor- 
tance in  sediment  production  (70).  Wildlife  planting  has  been  rec- 
ommended for,  and  used  on,  gullied  slopes  and  old  roadways,  along  field 
borders,  especially  between  fields  and  woodlands,  along  fence  rows,  on 
odd  spots  of  infertile  soil,  along  stream  banks,  along  ditch  banks  and 
spoil  banks,  on  marshlands,  and  on  land  temporarily  retired  from  cul- 
tivation. The  use  of  wildlife  plantings  along  borders  between  fields 
and  woodlands  and  along  fence  rows  >is  especially  important.  It  is 
noteworthy  that  each  two  miles  of  clean-fence  row  represents  one  acre 
of  wasted  land.  A  wide  variety  of  plants  producing  animal  and  bird 
feed  are  available,  and  are  described  in  publications  of  the  Department 
of  Agriculture  (125). 

Beaver  Propagation 

Biologists  have  estimated  that  the  presettlement  beaver  population 
of  the  United  States  was  60,000,000.  The  dams  formed  by  these  beavers 
have  had  considerable  effect  in  holding  back  sediment  in  some  areas 
(72,  106).  A  number  of  biologists  have  advocated  that  beavers  be 
reintroduced  widely  and  protected  against  trapping,  that  the  effects 
of  their  work  on  stream  channels  would  have  large  benefits  at  very  little 
cost.  The  use  of  beavers  in  reservoir  drainage  basins  seems  worthy  of 
consideration. 

EFFORTS  IN  WATERSHED  EROSION  CONTROL 

It  has  been  generally  conceded  for  50  years  or  more  that  forests  have 
a  stabilizing  effect  on  stream  flow  and  tend  to  prevent  erosion  and 
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silting,  thereby  maintaining  the  navigability  of  streams  and  water 
supply  for  power,  irrigation,  and  urban  use.  An  act  of  Congress  in 
1897  providing  for  administration  of  the  original  forest  reserves 
stated  that  a  major  purpose  of  the  act  was  "securing  favorable  con- 
ditions of  water  flows."  Two  of  the  oldest  of  the  forest  reserves,  now 
national  forests,  the  Tonto  in  Arizona  and  the  Angeles  in  southern 
California,  were  set  aside  primarily  for  the  protection  of  irrigation 
projects  and  municipal  water  supplies.  Subsequent  forestry  acts  have 
emphasized  the  same  purpose.  The  Weeks  law  of  1911  provided  for 
Federal  cooperation  with  the  States  "for  the  protection  of  the  water- 
sheds of  navigable  streams,"  and  for  Federal  "acquisition  of  lands  for 
the  purpose  of  conserving  the  navigability  of  navigable  rivers."  The 
Clarke-McNary  law  of  1924  continued  the  cooperation  "with  a  view  to 
the  protection  of  forests  and  water  resources,"  and  directed  that  in 
further  purchases  "due  consideration"  be  given  both  to  watersheds  of 
navigable  streams  and  to  those  "from  which  water  is  secured  for 
domestic  use  or  irrigation." 

Nearly  60  percent  of  the  purchases  of  forest  land  made  by  the  United 
States  Forest  Service  since  1924  have  been  primarily  for  watershed 
protection.  Supplementing  this  action  by  the  Federal  Government, 
municipalities  have  established  forests  that  embraced  473,765  acres 
by  1933,  largely  for  watershed  protection.  These  municipal  forests 
are  generally  well  cared  for,  policed  against  cutting,  grazing,  and 
fire  and  have  been  extensively  planted  with  new  stock.  In  addition, 
many  thousands  of  acres  have  been  forested  by  water  companies  and 
other  reservoir  owners  for  the  purpose  of  reservoir  protection. 

Among  the  first  States  to  authorize  acquisition  of  municipal  forests 
for  watershed  protection  were  Massachusetts  in  1882.  New  Jersey  in 
1906,  Pennsylvania  in  1909,  Minnesota,  New  Hampshire,  and  Indiana 
in  1913,  and  Vermont  in  1915.  At  even  earlier  dates  in  some  of  these 
States,  towns  had  acquired  forest  lands  for  tin-  purpose. 

In  1933,  New  England  contained  82,512  acres  of  municipal  forest 
land;  the  Middle  Atlantic  States,  282,139  acres:  the  Southern  States, 
56,050  acres;  the  Central  States,  30,150  acres;  the  Lake  States,  4,660 
acres;  and  the  Rocky  Mountain  States.  1S.25-1  acres,  with  data  lacking 
on  the  Western  States  (186,  />.  845).  The  average  size  of  municipal 
forests  for  the  country  as  a  whole  is  less  than  600  acres.  Probably  50 
percent  of  these  forests  embracing  SO  percent  of  the  acreage  were 
acquired  and  developed  primarily  for  the  purpose  of  protecting  the 
sources  of  municipal  water.  About  68,000  acres  of  the  total  area  has 
been  planted. 

In  every  State  in  New  England,  some  communities  have  acquired 
part  of  the  land  from  which  they  obtain  water:  and  where  these  lands 
have  required  reforestation,  thev  have  been  planted  ( l..'t,\  p.  339). 
('it  ies  and  towns  in  Massachusetts  own  more  than  50,000  acres  of  water- 
shed forests.  Forty  towns  in  Vermont  possess  municipal  forests 
largely  for  watershed  protection.  Some  350 communities  in  New  York 
own  municipal  forests.  New  York  City  has  the  Largest  area  on  its 
Ashokan  Reservoir  drainage  basin.    Glen  Kails  has  planted  more  than 

2  million  trees  on  the  denuded  land  acquired  as  a  city  watershed. 
Newark,  N.  ,).,  has  a  watershed  forest  of  35.000  acre-.      Private  water 

companies  also  own  considerable  acreage  o(  forest  land.  Forests  on 
municipal   watersheds  not   only  Serve  local   public  needs  by  yielding 
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good  water,  but  they  have  returned  substantial  revenues  from  the  sale 
of  forest  products.  Altogether  in  the  region  of  northeastern  drain- 
ages, the  public  owns  some  5y2  million  acres  of  forest,  the  greater  part 
of  which  may  be  classed  as  protection  forests. 

In  Pennsylvania  in  1940,  27  water  companies,  municipalities,  and 
power  companies  planted  a  total  of  437,000  trees  for  watershed  pro- 
tection. The  largest  of  these  operations  was  by  the  city  of  Altoona, 
which  planted  211,000  trees.  In  the  spring  of  1941, 29  water  and  power 
companies  planted  a  total  of  714,500  trees.  Among  the  large  opera- 
tions were  Altoona  with  100.000  plantings,  Reading  with  125,000  plant- 
ings, the  Hanover  Water  Co.  with  127,500  plantings,  and  the  Manu- 
factures Water  Co.  of  Johnstown  with  111,000  plantings. 

The  work  of  the  Scranton-Spring  Brook  Water  Co.,  which  supplies 
water  to  Scranton  and  surrounding  area,  is  a  good  example  of  the 
enlightened  policy  of  many  water  companies  in  Pennsylvania.  This 
organization  owns  a  considerable  amount  of  land  in  the  drainage  areas 
of  the  several  reservoirs  of  its  system.  On  most  of  these  drainage  areas 
timber  was  cut  over  before  1900  and  all  of  the  present  woodland  is  sec- 
ond growth.  The  company  owns  93  percent  of  the  11.5  square  miles 
of  the  Stafford-Meadow  Brook  Watershed  above  Reservoir  No.  5, 
Lake  Scranton,  and  Williams  Bridge  Reservoirs.  More  than  600,000 
trees  were  planted  on  this  area  between  1912  and  1928.  Twenty-seven 
percent  of  the  50  square  miles  above  No.  7  Reservoir  has  been  pur- 
chased. About  1,000  acres  have  been  planted  with  1,500,000  trees, 
chiefly  conifers,  since  1922.  A  plantation  has  also  been  established 
on  the  slopes  adjacent  to  Griffin  Reservoir. 

Bruce,  in  discussing  a  paper  by  Besley  (£4),  stated  that  25,000 
trees  had  been  planted  on  the  3.700  acres  of  drainage  area  of  the 
Evitts  Creek  Reservoir  near  Cumberland,  Md.  E.  P.  Kable,  general 
manager  of  the  York  Water  Co.,  York,  Pa.,  in  1927,  is  quoted  as  saying 
that  forest  planting  on  the  drainage  area  of  the  York  City  Reservoir 
increased  the  dry-weather  run-off  very  materially  and  improved  the 
quality  of  the  water.  Very  little  erosion  from  banks  had  occurred  and, 
after  a  great  downpour  of  rain,  this  reservoir  was  found  to  be  clear, 
while  the  water  from  neighboring  drainage  areas  became  very  turbid. 
The  York  Water  Co.  was  reported  to  have  planted  680,000  evergreen 
trees  on  a  700-acre  tract  of  land  owned  in  the  watershed. 

At  Wilmington,  Del.,  it  has  been  i-eported  (12)  that  a  marginal 
strijo  around  the  6,750-aere-foot  Edgar  Hoopes  Reservoir  had  been 
completely  reforested  by  trees  planted  on  6-foot  centers  in  1933  and 
1934. 

In  the  Ohio  Valley  region  a  number  of  progressive  communities 
are  protecting  reservoir  watersheds  by  forests  (81).  Akron,  Ohio, 
began  its  forestation  program  in  1924,  and  now  has  the  largest  munici- 
pal forest  in  the  State,  including  2,300  acres  in  native  forest,  600  acres 
planted  with  500,000  trees,  and  2,400  acres  to  be  planted  (1941)  with 
500,000  seedling  trees  in  nursery  rows.  Barberton,  Ohio,  has  planted 
350,000  trees  on  the  watershed  of  its  reservoir  since  1927  under  a  plan 
for  reforesting  not  only  the  idle  land,  but  developing  a  wide  shelter 
belt  of  pine  or  spruce  all  around  the  reservoir.  The  Mahoning  Valley 
Sanitary  District,  which  supplies  water  to  Niles,  Youngstown,  and 
Girard,  controls  4,500  acres  for  watershed  protection,  and  has  planted 
4,350,000  trees  since  1931.    Of  these.  200,000  are  hardwoods,  and  the 
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remainder  pine  and  spruce.  A  survival  of  60  percent  has  been  ob- 
tained in  this  planting.  Columbus,  Ohio,  has  planted  234,000  pine 
trees  and  25,000  ornamental  plants.  Other  Ohio  cities  that  have  made 
plantings  on  watersheds  include  Swanton,  Bucyrus,  Caldwell,  Well- 
ington, Crooksville,  Barnesville,  Norwalk,  and  Wellston. 

In  1936,  a  Soil  Conservation  Service  survey  showed  that  Lake  De- 
catur, constructed  by  Decatur,  111.,  for  water  supplv,  at  a  cost  of 
$2,013,000,  had  lost  14.23  percent  of  its  original  capacity  of  19,738 
acre-feet  in  a  little  more  than  14  years  {02).  This  disclosure,  and 
the  alarm  of  some  industrial  water  users,  including  one  of  the  city's 
largest  soybean  processing  plants,  which  took  an  option  on  an  alter- 
native factory  site  on  Lake  Erie,  has  led  the  city  government  to  ap- 
propriate $12,000  annually  since  1941  to  promote  erosion  control  in 
the  906-square-mile  watershed  (91).  Two  soil  conservation  specialists 
were  hired  as  full-time  city  employees  to  assist  a  local  conservation 
association  in  the  development  of  erosion-control  measures  designed  to 
protect  the  life  of  this  important  reservoir.  One  of  the  objectives  of 
the  local  association  is  "To  foster  rural-urban  cooperation  in  an  attack 
upon  soil  wastage.  Since  the  loss  in  soil  results  in  lower  soil  pro- 
ductivity and  purchasing  power,  lowered  land  values,  reservoir  and 
stream  silting,  and  decreased  standards  of  living,  all  of  which  affect 
both  farm  and  city  people,  it  is  important  that  the  attack  be  united." 
The  local  association  does  not  anticipate  immediate  results  either  in 
community  improvement  or  in  silting  control,  but  is  planning  a  10- 
year  program  expected  to  provide  fairly  complete  soil  conservation 
measures  on  a  majority  of  farms.  In  addition,  the  city  expects  to 
purchase  some  of  the  rough  land  along  the  lake  and  river  and  restore 
it  to  its  natural  cover. 

Anderson  and  Spalding  {15),  in  describing  the  history  of  the 
Springfield,  111.,  water  supply,  note  that  much  of  the  marginal  land 
of  Lake  Springfield  had  been  in  cultivation  prior  to  its  purchase  by 
the  city,  and  was  devoid  of  trees  or  other  vegetation.  When  the  lake 
was  built  it  seemed  advisable  to  cover  this  area  with  trees  and  sod 
in  order  to  protect  it  from  erosion,  as  well  as  to  add  to  its  beauty. 
Sod  was  started  all  around  the  lake  on  an  area  of  some  5,000  acres  of 
marginal  land  by  a  liberal  use  of  timothy  and  rye,  as  well  as  blue- 
grass  and  other  grasses.  On  certain  tracts  to  lie  used  for  residential 
and  park  purposes,  evergreens  and  native  hardwoods  were  planted, 
and  certain  other  remote  areas,  unsuitable  for  residential  use,  were 
planted  with  conifers  as  thick  as  1.000  per  acre.  Some  of  these  trees 
had  reached  heights  of  10    L2  feet  by  L938,  and  their  protective  influence 

on  the  soil  was  becoming  effective  through  the  mat  of  ueedles  lying 

on  the  surface,  as  well  as  the  extensive  root  systems  underground. 
Most  of  the  trees  were  bought  as  small  stock  one  to  two  years  old,  and 

were  placed  in  the  city  nursery  for  l  to  2  years  before  transplanting 
to  the  lake  area.  About  one  half  million  trees  had  been  transplanted 
through  the  nursery  to  L938.  About  half  of  these  had  survived 
droughts  and  started  toward  maturity.  In  addition,  property  owner-- 
around  the  lake  were  encouraged  to  protect  their  holdings  against 
erosion,  and  much  of  the  shore  line  was  riprapped  as  a  supplemental"] 
measure 

Fairfield,  Iowa,  has  had  considerable  silting  trouble  with  its  three 
water-supply   reservoirs   (100).     Its   No.  ;;   Reservoir,   which   ha-   a 
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watershed  of  2,300  acres,  mostly  cultivated,  lost  about  20  percent  of 
its  original  capacity  of  85  million  gallons  in  10  years  (1924-34).  An 
agreement  between  farmers,  the  city  of  Fairfield,  and  the  Soil  Con- 
servation Service,  led  to  a  conservation  program  on  this  watershed 
consisting  of  terracing,  tree  planting,  and  construction  of  silting  ba- 
sins at  the  lower  end  of  sodded  earth  drainageways  into  which  the 
terraces  discharge.  It  has  been  estimated  that  the  service  life  of 
No.  3  Reservoir  will  be  extended  25  to  30  years  if  the  conservation 
work  is  maintained,  and  that  if  it  could  have  been  applied  on  all  the 
land  of  the  watershed  the  life  would  have  been  increased  by  50  years. 

In  the  Southeastern  States  a  number  of  reservoir  owners,  made  aware 
of  rapid  reservoir  silting  by  surveys  of  the  Soil  Conservation  Service, 
have  recently  become  much  interested  in  watershed  protection. 

The  Chicopee  Manufacturing  Co.  at  Gainesville,  Ga.,  owns  the  entire 
watershed  of  its  Chicopee  Reservoir  used  for  water  supply.  It  has 
planted  all  of  the  open  land  in  pine  trees.  Most  of  this  planting  is 
now  from  3  to  7  j'ears  old,  and  in  1941  the  company  reported  that  prac- 
tically no  sediment  was  being  carried  by  the  run-off  into  the  reservoir. 
The  company  states  that  improvement  in  the  reduction  of  sediment 
load  occurred  about  3  years  after  the  setting  of  the  trees,  which  gives 
some  indication  of  the  time  it  takes  for  such  plantations  to  begin  to 
have  effect.  The  effectiveness  in  this  case  is  due  also  in  part  to  the 
undergrowth,  such  as  broomsedge,  which  appears  very  rapidly  when 
land  is  abandoned  or  when  it  is  planted  to  pine  in  this  section. 

One  of  the  most  significant  findings  in  the  research  studies  of  the 
Soil  Conservation  Service  has  been  the  effect  of  an  integrated  erosion- 
control  program  in  a  farming  area  on  protection  of  water  supplies. 
Sedimentation  surveys  were  made  of  the  municipal  water-supply  reser- 
voir at  High  Point,  N.  C,  in  1934,  before  the  drainage  area  of  this 
reservoir  was  selected  as  an  erosion  control  demonstration  project  of 
the  Soil  Conservation  Service.  In  1938,  after  the  project  was  put  on  a 
maintenance  basis,  a  second  survey  was  made.  This  survey  revealed 
that  the  annual  sediment  deposition  in  the  reservoir  after  1934  was  24 
percent  less  than  it  was  before  this  date.  The  annual  storage  loss 
was  reduced  from  0.77  percent  to  0.59  percent,  and  the  net  soil  loss 
of  the  drainage  area  was  reduced  from  0.93  ton  to  0.71  ton  per  acre. 
This  reduction  took  place  even  though  hydrologic  records  reveal  that 
there  was  at  least  an  equal  number  of  intense  storms  and  a  slightly 
higher  total  run-off  annually  during  the  period  after  1934  than  prior 
to  this  date.  This  record  seems  even  more  impressive  in  view  of  the 
fact  that  only  about  35  percent  of  the  total  acreage  of  this  watershed 
was  actually  treated  with  erosion-control  practices. 

Likewise,  in  Texas,  Oklahoma,  and  the  Lower  Mississippi  Valley 
States,  wide-spread  interest  has  developed  among  reservoir  owners 
during  the  last  5  years  in  watershed  protection  through  the  soil  con- 
servation program.  The  city  of  Waco,  Tex.,  where  the  city  reservoir 
of  39,378  acre-feet  suffered  a  loss  of  19.78  percent  between  1930  and 
1936,  as  shown  by  surveys  of  the  Soil  Conservation  Service,  is  now 
actively  cooperating  with  the  Soil  Conservation  District,  promoting  a 
program  for  watershed  protection. 

Garin  and  Gabbard  (59),  in  their  study  of  reservoir  sedimentation 
in  relation  to  land  use  in  Texas,  took  the  Kaufman  City  Lake  and  its 
drainage  area  as  a  representative  example  for  planning  a  complete 
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conservation  program  designed  to  reduce  silting  to  a  minimum  without 
upsetting  the  farming  system  of  the  drainage  area.  They  then  de- 
veloped a  comparison  of  costs  and  benefits  for  this  program. 

The  drainage  area  of  the  Kaufman  City  Lake  covers  1,064  acres, 
including  the  lake's  surface  area  of  107  acres;  roads,  16  acres;  and 
farmsteads,  17  acres.  The  soils  are  principally  clays  and  clay  loams. 
Accelerated  erosion  has  affected  practically  all  of  the  land,  although 
two-thirds  of  the  area  has  been  affected  by  moderate  erosion,  in  which 
25  to  75  percent  of  the  topsoil  has  been  removed.  Occasional  gullies 
are  found  on  practically  all  of  the  moderately  eroded  fields  and  some  of 
the  slightly  eroded  fields.  Most  of  this  erosion  has  taken  place  since 
extensive  cultivation  first  began  about  40  years  ago.  This  watershed 
is  located  in  the  transition  zone  between  the  black  prairie  clay  soil  area 
on  the  west  and  the  sandy  soil  area  on  the  east.  In  general  appearance 
the  watershed  is  similar  to  the  Blackland  prairie.  It  is  estimated  that 
the  productivity  of  the  land  has  decreased  at  least  one-third  since  it 
was  first  put  in  cultivation. 

The  conservation  program  planned  for  this  drainage  area  is  as 
follows. 

1.  Cultivated  land  retired  to  pasture acres  90 

2.  Cultivated  land  retired  to  meadow do 16 

3.  Terraces  to  construct miles 34 

4.  Fences  to  construct feel  ::<>.  .'iOO 

5.  Fences  to  remove do 15,  t>7."> 

0.  Land  to  be  sodded acres 100 

7.  Overseeding  of  pasture do 150 

8.  Linear  feet  of  terrace-outlet  sod ..         feet       24,000 

(1)    Terrace-outlet  sod,  18-inch  centers acres 28 

9.  Linear  feet  of  outlet  chit  unci feet.       2,000 

(1)  Channel  excavation cubic  yards.       1,600 

(2)  Channel  sodding square  yards        4,200 

10.  Strip-crop  seeding acres  30 

11.  Strip-crop    lines___.    .     miles  .". 

12.  Terrace  lines do 37 

13.  Meadow  seeding acres  8 

The  total  cost  of  this  program  has  been  estimated  at  $5,000,  an 
average  of  $5.30  per  acre.'-4  It  is  estimated  that  after  completion  of 
this  program,  the  average  annual  gross  farm  income,  $14.70  per  arte. 
will  increase  about  one-tenth,  or  $1.55  per  acre,  almost  immediately, 
and  probably  more  after  a  few  years,  as  compared  to  the  continuous 
decline  in  the  past.  The  gross  annual  productivity  of  the  producing 
land  area  of  925  acres  is  expected  to  increase  from  $13,600  to  $15,035 
annually.  On  the  other  hand,  the  future  annual  maintenance  COSi 
would  be  about  $1  per  acre.  Leaving  a  net  farm  gain  ojE  about  $510, 
As  the  past  decline  in  value  of  land  has  been  about  $485,  however,  and 
as   this  would   be   reduced   by   an    estimated   $300,   the    total    annual 

farm  benefits  should  be  $810.     1 E  the  farmers  hail  to  finance  the  entire 

program  on  money  borrowed  at  6  percent  interest,  and  if  the  erosion 
control  practices  were  assumed  to  have  an  average  life,  with  inainle 
aance  only,  of  25  years,  the  average  annual  cost  would  be  only  $391, 
as  compared  to  the  estimated  average  annual  benefit   of  $810.      This 

•'*  Per  unit  costs :  Terrace  construction,  $40  per  mile;  terrace  lines,  $8.90  per  mile;  strip 

crop  lines.  $0  per  mile  :  strip  crop  seeding,  $2.30  Per  acre  ;  pasture  seeding,  $'-'  85  per  acre; 
pasture  Sodding,   $0.10   per  acre;   fence  removal,   $0.08]    pel   rod!   fence  construction,   s 

per  rod;  meadow  leading,  $4.78  per  acre;  channel  sodding,  $0.10  per  square  yard. 
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alone  would  be  sufficient  justification  for  the  program.  In  addition 
there  are  the  benefits  from  reduced  silting  in  Kaufman  Lake. 

Garin  and  Gabbard  estimated  that  the  proposed  watershed  treat- 
ment, if  applied  to  about  90  percent  of  the  area,  would  reduce  the  sedi- 
ment inflow  to  the  lake  by  about  50  percent.  As  a  result,  the  useful 
life  of  the  lake  would  be  extended  from  37  years  with  the  present 
rate  of  sedimentation  to  74  years  with  an  erosion-control  program. 
Their  study  indicated  that  the  replacement  cost  of  the  reservoir  would 
be  $34,440.  The  equivalent  annual  cost  of  replacement  over  a  period 
of  37  years,  at  an  .interest  rate  of  3.5  percent,  would  be  $469.  In 
addition,  the  annual  value  of  lost  services  of  the  reservoir  during  the 
37  years  was  estimated  to  be  $187,  making  a  total  annual  damage  of 
$656. 

With  a  control  that  would  increase  the  useful  life  of  the  reservoir 
to  74  years,  the  equivalent  annual  cost  of  replacement  would  be  only 
$103.  There  would,  however,  be  an  increased  cost  of  water  purification 
during  the  extended  life  of  the  reservoir,  amounting  to  an  equivalent 
annual  expense  of  $128.  Thus  the  total  annual  damage  with  the  con- 
trol program  is  estimated  to  be  $231 ;  without  the  program,  $656.  The 
annual  reservoir  benefit  from  the  program  is  $425. 

In  the  Western  States,  efforts  at  watershed  control  above  Zuni 
Reservoir  have  been  described,  pp.  39-41.  As  a  rule,  areas  yielding 
water  for  sizeable  cities  in  this  region,  such  as  Salt  Lake  City  and 
Denver,  are  either  under  municipal  regulation  or  are  included  in 
national  forests.  The  role  of  vegetation  is  recognized  in  the  strict 
supervision  of  all  activities  on  the  drainage  areas  supplying  city  water. 

Reddick  (98)  has  recently  described  a  cooperative  agreement  be- 
tween the  East  Bay  Municipal  Utility  District  of  Oakland,  Calif., 
and  the  Soil  Conservation  Service,  designed  to  protect  reservoirs  of  this 
organization  through  erosion  control.  The  district  supplies  water 
to  a  population  of  about  500,000  in  the  cities  and  towns  on  the  east 
side  of  San  Francisco  Bay.  Its  storage  reservoirs  in  the  hills  east 
of  Berkeley  include  Lake  Chabot,  with  a  drainage  area  of  11.75  square 
miles;  Upper  San  Leandro  Reservoir,  30.30  square  miles;  Lafayette 
Reservoir,  1.34  square  miles;  San  Pablo  Reservoir,  32.15  square  miles; 
and  Pinole  Reservoir,  10.50  square  miles — a  total  of  86.04  square 
miles  of  drainage  area.  The  district  has  purchased  and  now  owns  por- 
tions of  these  watersheds  as  follows :  Lafayette,  100  percent ;  Chabot, 
92  percent;  Upper  San  Leandro,  45  percent;  San  Pablo,  56  percent; 
and  Pinole,  24  percent.  Surveys  of  the  drainage  areas  have  shown 
that  the  principal  sources  of  sediment  are  (1)  natural  water  courses, 
(2)  accelerated  or  man-made  gullies,  (3)  private  agricultural  lands, 
(4)  landslides  and  slips  resulting  from  construction  of  roads,  build- 
ings, and  improper  land  use  and  cultural  practices,  as  well  as  the 
character  of  soil,  topography,  and  distribution  of  rainfall. 

The  program  covered  by  this  cooperative  agreement  provides  for 

(1)  erosion-control  structures  in  natural  waterways,  gullies,  and  roads, 

(2)  vegetative  plantings  to  stabilize  gullies,  protect  stream  banks,  and 
stabilize  road  banks,  (3)  readjustment  of  land  uses,  and  (4)  protection 
of  wildlife. 

The  program  calls  for  detailed  planning  of  the  area  in  segments  of 
40  to  1,000  acres.  The  planting  of  trees  will  be  one  of  the  principal 
features  of  the  program.     Through  1940,  57,000  trees  were  set  out,  in 
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addition  to  200,000  cuttings.  The  trees  and  cuttings  include  conifers, 
broad-leaf  evergreens,  and  deciduous  species.  The  trees  are  being  sup- 
plied by  regional  nurseries  of  the  Soil  Conservation  Service.  Both 
ponds  and  check  dams  will  be  installed  on  small  tributaries  in  the 
main  streams.  On  San  Pablo  Creek,  one  large  concrete  dam  designed 
to  discharge  flood  flows  up  to  9,000  second-feet  was  recently  completed. 

The  Tennessee  Valley  Authority  has  carried  on  an  extensive  program 
of  reforestation,  erosion  control,  and  reservoir  protection  since  1933, 
as  part  of  its  basin-wide  reservoir-storage  development  scheme  (118) . 
To  June  30,  1941,  135  million  forest-tree  seedlings  had  been  planted 
on  more  than  100,000  acres  of  badly  eroding  land.  Of  this  number, 
44  million  seedlings  were  planted  around  reservoir  margins.  Effective 
fire  protection  is  being  developed. 

Ritchie  (101)  opposed  the  policy  of  obtaining  revenue  from  timber 
cutting  in  municipal-reservoir  drainage  areas  in  Australia.  He  points 
out  that  the  160  square  miles  of  forested  drainage  area  above  the  three 
Melbourne  city  reservoirs  would  be  sufficient  to  serve  an  urban  area  of 
1,400,000  persons.  Taking  the  population  density  of  a  typical  urban 
area  as  15,600  persons  per  square  mile,  the  proportion  of  forested  area 
to  densely  populated  area  is  about  1%  acres  of  forest  land  to  1  acre  of 
urban  area.  He  argues  that  it  would  be  the  best  economics  to  reserve 
2,  to  3  acres  of  forest  area  in  virgin  state  for  every  acre  of  densely 
populated  urban  area  in  order  to  assure  an  undisturbed  and  stable 
water  supply.  lie  argues,  furthermore,  that  ever}7  influence  should 
be  exerted  to  bring  about  cessation  of  the  practice  of  leasing  Crown 
lands  in  the  mountainous  forest  areas  for  grazing  purposes.  It  was 
his  conviction  that  this  was  a  foolish  and  short-sighted  policy  and  had 
been  responsible  for  more  damage  to  the  forested  watershed  than  any 
other  agency  except  fire. 

PLANNING  FOR  WATERSHED  CONTROL— AN  APPRAISAL 

Prior  to  1935  many  municipalities,  water  companies,  and  some  power 
companies  had  adopted  the  only  means  then  generally  available  to  the 
reservoir  owner  in  achieving  erosion  control,  namely,  purchase  of  much 
or  all  of  the  land  of  the  drainage  basin.  Far  from  having  failed  to 
produce  results,  this  plan  seems  to  have  given  general  satisfaction 
wherever  it  has  been  tried.  Almost  all  reservoir  owners  that  were 
foresighted  enough  to  buy  and  reforest  land  in  their  drainage  basins 
many  years  ago  strongly  advocate  this  policy,  even  where  the  COSl  of 

land  was  more  than  the  cost  of  developing  the  storage  works. 

Land  purchase  and  supervision  of  all  activities  within  the  drainage 
area,  including  fire  control  and  erosion  control,  insure  as  nearly  as 
possible  the  purity  and  stability  of  water  supply.  Although  this 
method  of  control  should  be  extended  much  more  widely  than  it  exists 
today,  it  must  be  recognized  that  in  many  sections  of  the  United 
States,  land  should  not  be  retired  to  permanent  forest  or  grass,  even 
if  the  reservoir  owner  were  willing  to  meet  the  cost  of  such  a  policy. 
Our  supply  of  highly  fertile  agricultural  land  is  becoming  more  and 
more  limited  in  relation  to  needs,  so  that  large  area-  of  good  arable 
'.and  cannot  be  permanently  withdrawn  from  agricultural  use.  On 
the  other  hand,  much  siibmarginal  and  infertile  land,  now  under  cul 
tivation,  which  can  often  be  purchased  at  nominal  cost,  would  be  ideall\ 
adapted  for  watershed  purposes  under  a  permanent  cover  o<i  vegetal  ion. 
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In  most  cases  the  purchase  of  entire  drainage  basins  by  reservoir 
owners  is  financially  impossible  because  of  the  high  ratio  of  the  land 
cost  to  the  reservoir  cost  or  to  the  service  value  of  the  reservoir. 

Since  1936,  a  new  avenue  toward  better  watershed  protection  has 
been  developing  in  the  Nation-wide  soil  conservation  district  program 
(104).  The  Soil  Conservation  Act  of  1935  provided  that  the  Secretary 
of  Agriculture  might  require  the  States  to  enact  acceptable  soil  con- 
servation laws  as  a  condition  of  obtaining  cooperation  of  the  Federal 
Government  in  soil  conservation  activities.  Copies  of  a  model  law 
were  sent  to  all  of  the  State  Governors  by  the  President  in  1937.  By 
July  1,  1943,  44  of  the  48  states  had  passed  laws  substantially  similar 
to  this  model.  Under  these  laws  887  soil  conservation  districts,  em- 
bracing approximately  512,092  acres,  have  been  established  (fig.  58). 
These  districts  include  approximately  1,812,262  operating  units  and 
2,363,427  farms.  The  Department  of  Agriculture  had  at  that  date 
entered  into  memoranda  of  understanding  for  cooperation  with  827 
districts  covering  approximately  484,155,000  acres. 

These  soil  conservation  districts,  organized  under  State  laws,  are 
separate  local  units  of  self-government.  With  a  few  variations,  the 
procedure  for  their  organization  and  operation  is  as  follows : 

If  a  specified  percentage  of  farmers  in  a  locality  wish  to  form  a 
district  to  promote  the  conservation  of  soil  and  moisture  resources, 
the}'  may  submit  a  petition  to  a  State  soil  conservation  committee. 
This  committee  then  conducts  public  hearings  in  the  community  to 
determine  whether  a  district  would  be  feasible.  If  this  is  found  to 
be  the  case,  the  committee  calls  for  a  referendum  of  all  farmers  and 
other  landowners  within  the  proposed  district  boundaries.  If  a  major- 
ity votes  in  favor  of  the  district,  the  State  committee  issues  a  certifi- 
cate of  organization.  A  board  of  supervisors,  usually  consisting  of 
5  members,  is  elected  by  the  farmers,  and  constitutes  the  governing 
body  of  the  district,  with  power  to  represent  the  farmers  in  dealing 
with  landowners  and  other  agencies  of  government.  In  petitioning 
for  the  organization  of  a  district,  and  in  all  other  stages  of  its  develop- 
ment, the  reservoir  owners,  as  holders  of  land  within  the  area,  are 
entitled  to  be  represented  along  with  the  farmers. 

Once  the  district  is  organized,  a  program  and  work  plan  are  de- 
veloped. The  program  is  a  statement  of  objectives;  it  contains  the 
"strategy"  of  the  district.  This  strategy  can  and  should  include  the 
protection  of  any  reservoirs  within  the  area  against  rapid  loss  by 
silting.  The  work  plan  is  a  statement  of  the  methods  and  means  to 
be  employed  in  attaining  the  objective;  it  outlines  the  "tactics." 

At  this  stage  the  district  may  enter  into  a  memorandum  of  under- 
standing with  the  Federal  Department  of  Agriculture,  under  which 
the  Department  agrees  to  furnish  the  district  whatever  assistance  it 
is  able  to  render  in  carrying  out  the  district  work  plan. 

The  supervisors  invite  farmers  within  the  district  to  enter  into 
cooperative  agreements  to  follow  a  plan  of  conservation  farm  opera- 
tions for  a  period  of  years,  to  furnish  certain  equipment  and  mate- 
rials, and  to  perform  certain  operations.  In  return,  the  landowners 
may  receive  certain  aids  from  the  district  and  other  units  of  govern- 
ment. Normally,  the  farmer  can  expect  the  assistance  of  technicians 
of  the  Soil  Conservation  Service  in  developing  his  conservation  plans, 
and  after  a  plan  has  been  accepted  by  the  district  supervisors,  some 
assistance  in  putting  it  into  practice.     He  may  be  given  planting  stock. 
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fencing,  or  construction  materials,  if  available,  and  furnished  skilled 
supervision  and  labor  m  installing  or  constructing  difficult  structur 
such  as  terraces,  dams,  and  diversions.     Thereaflr!  KdlSlW 
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servationists  may  visit  his  farm  regularly  to  see  if  the  structures 

practices  are  functioning  properly!         '  structures 

fhe  reservoir  owner  no.  only  may  enter  into  an  agreement  to 

tn>]  erosion  on  the  lands  immediately  surrounding  thTrTervoi 


and 

con 
r  or 


158       MISC.    PUBLICATION    521,    U.    S.    DEPT.    OF   AGRICULTURE 

other  lands  owned  within  the  drainage  basins,  but  may  also,  in  con- 
sideration of  the  benefits  received  from  the  conservation  plans  car- 
ried out  by  the  farmers  at  their  own  expense,  assist  through  the  district 
supervisors  in  the  control  of  certain  critical-erosion-problem  areas 
where  requirements  for  adequate  control  are  beyond  the  means  and 
scope  of  the  individual  landowners.  Such  a  plan  of  cooperation  has 
been  proposed  (32). 

The  assistance  of  the  reservoir  owner  will  be  especially  effective  in 
the  control  of  abandoned,  worn-out,  gullied  areas  that  can  no  longer 
yield  a  profitable  return  to  the  farmer;  in  the  control  of  stream-bank 
erosion;  in  the  construction  of  interfarm  drainageways  and  water 
disposal  works ;  and  in  the  protection  of  roads  and  other  nonagricul- 
tural  sources  of  sediment.  By  pooling  their  interests,  the  farmer,  the 
reservbir  owner,  and  the  agencies  of  the  Government  can  achieve  the 
highest  practicable  degree  of  erosion  control.  Certainly,  now  is  the 
time,  while  the  districts  are  still  in  their  formative  stage,  for  reservoir 
owners  to  seek  every  means  of  working  with  them  to  the  mutual  benefit 
of  reservoirs  and  the  land. 

It  should  not  be  understood  that  even  the  best  conservation  program 
for  every  acre  of  land  will  eliminate  the  production  of  sediment  in 
the  drainage  area.  It  will  not  be  possible  to  grow  clean-tilled  row- 
crops  on  sloping  land  in  any  place,  or  to  continue  many  other  neces- 
sary land  uses,  without  the  expectation  of  some  soil  loss  and  some 
sediment  burden  in  the  streams.  Available  experimental  and  obser- 
vational evidence  indicates,  however,  that  a  control  program  in  which 
every  acres  of  land  is  adapted  to  its  most  prudent  use  might  be  ex- 
pected in  most  agricultural  and  range-land  areas,  where  rainfall  is 
more  than  20  inches,  to  reduce  the  sediment  burden  of  the  streams 
from  50  to  90  percent  or  more. 

Ashe  (16)  has  discussed  the  financial  aspects  of  the  employment 
of  forest  cover  to  protect  reservoirs.  Eoclwell  (103)  has  advocated 
public  control  of  drainage  areas  of  reservoirs  supplying  water  for 
domestic  use  in  England.  Already  in  England,  he  says,  the  proved 
reduction  of  turbidity  and  enhanced  purity  of  water  drawn  from 
afforested  areas  have  in  themselves  been  sufficient  incentive  for  water 
authorities  to  embark  on  schemes  of  afforestation.  Long  (86)  has 
also  advocated  afforestation  of  water-catchment  areas  in  England, 
concluding  that  forests  tend  to  increase  locally  the  water  supply,  im- 
prove conservation,  and  assist  in  insuring  purity.  To  these  benefits 
he  adds  two  further  considerations,  both  of  which  may  be  important 
in  this  country  in  the  post-war  period.  One  is  that  afforestation  can 
help  toward  alleviating  unemployment,  and  second,  that  the  increas- 
ing esthetic  value  of  the  area  when  it  is  afforested  generally  appeals  to 
the  public  of  the  section  which  it  serves. 

Saville  (105)  considers  it  probable  that  power  companies  may  later 
find  it  economical  to  adopt  erosion-control  methods  to  prevent  or 
lessen  the  amount  of  sediment  now  being  carried  by  streams.  He 
believes  that  such  a  policy  would  not  prove  unduly  expensive,  and 
that  it  should  be  considered  by  any  company  proposing  to  carry  out 
a  scheme  of  complete  storage  development  in  a  drainage  basin.  The 
Tennessee  Valley  Authority  has  already  adopted  this  far-sighted  point 
of  view. 

Study  of  the  economics  of  reservoir  silting  and  soil  conservation 
has  not  yet  progressed  to  the  point  where  watershed  control  can  be 
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evaluated  on  a  general  basis  in  comparison  with  other  methods  of 
silting  control.  Each  water-storage  development  is  a  problem  unto 
itself.  Erosion  control  on  the  large  drainage  area-  of  reservoirs  of 
low  capacity-inflow  ratio  cannot  become  effective  with  sufficient  speed 
or  completeness  to  prolong  greatly  the  reservoir's  useful  life.  On 
the  other  end  of  the  scale,  the  benefits  of  erosion  control  to  many 
reservoirs  of  large  capacity-inflow  ratio  will  begin  so  far  in  the  future 
that,  according  to  our  prevailing  system  of  economics,  only  an  in-ig- 
nificant  expenditure  can  be  justified  for  this  or  any  other  control 
method  today. 

The  promising  field  for  watershed  control  is  associated  primarily 
with  those  reservoirs  that  -tore  between  25  and  300  acre-feet  per  square 
mile  of  drainage  area.  The  greater  pari  of  this  country's  reservoirs 
fall  in  this  class. 

The  greatest  claim  that  can  be  made,  or  need.-  to  be  made,  for  the 
method  of  watershed  control,  is  that  it  goes  to  the  root  of  the  problem, 
aiming  to  eliminate  the  cause  of  silting.  It  i-  primarily  the  -urgerv 
that  removes  the  canker,  by  comparison  with  the  palliative  ointments 
that  may  keep  the  patient  on  his  feet  a  few  more  year.-. 
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